














PHONE 008 803580 TO ORDER OR MAIL ORDER ON PAGE 62 


HARD TO GET ITEMS - IN STOCK 


Ques 


‘GUNS 


Phone or write for details, or use our order form on page 62 


Head Office - Gympie Branch 
211 Mary Street, Gympie Q4570 
P.O.Box 346 Ph. (074) 82 4014 

FAX 824718 


MAGLITE C-Cell Belt Loops $11.50 R 

RUGER Mini-14 Stock $75 R 

M1 Carbine 15-shot magazines Federal Ordnance $20 R 
LYMAN Lead Dipper $18.50 R 

MOSSBERG Mod 500 Stock $75 R 

SLR magazine new $45 R 

VOERE inserts 22 cal suit all Mauser 8mm $215Muzzle 
loaders not-so-short starters $19.90 R 

UM Straight Line cappers $25 R 

UM Black Powder measure $30 R 

VFG 7.5mm rifle cleaners - pkt 50 $7.90 R 

CCI Small Pistol Magnum primers $3.40/100 R 
HELWEG Speed Strips 38/357 revolvers $7.50/pr 

VFG 6mm rifle cleaners - pkt 50 $7.90 R. 

HORNADY Gas Checks per 1000 7mm $23.65, 224 
$20.90 R 

RCBS Gas Checks per 1000 6mm $25.40, 308 $27 R 
FLAMBEAU ammo boxes 38/357 (50) $5.50 R 

SPEER 38 Target plastic bullets (50) $9.50 

RWS 224 45gr HP Target proj $17.95/100 R 

RWS 224 50gr HP Target proj $17.95/100 R 

45-90 cases (20) $18 R 

LEE Bullet Moulds: Minie 450 dbl ball $40, 500 ball $40, 
454 140gr dbl $44 R 

LEE Reloading Kits 270 or 223 $31 R 

MEQUON Reloading Kits 7x57, 30-06, 30M1 Carbine 
$45 R 

PARKER HALE Youngs BP Solvent $7.50 

SIMPLEX Master FL dic sets 338 Win Mag, 17 Rem $49; 
3-die set 32 ACP $55 R 

RCBS 3-die set M1 Carbine $72 R. 

RCBS Neck die set (2) 222 Rem $45 R- 

JIB Solvent 50ml $3.80 R 

LYMAN FL die set 7.62x39 $45 R 

C-H sizing die 303 Brit $20 R 

LYMAN neck sizer 243, 22-250 $30 R 

SIMPLEX Master FL die 7x57, 308, 22 Hornet $28 R 
GREEN RIVER BP Solvent & Patch Lube $4.90 R 
SUPER SIMPLEX VTFL Sizer 30-06 Imp $12 R 
AUSINEL Base & Rings suit Win M70 $65 M 
AUSINEL Base & Rings suit CMC short act $65 M 
SIMPLEX Master die sets 7mm Rem Mag, 375 H&H $38 
G 

RCBS die set 30-40 Krag $65 G 

SIMPLEX Master FL sizing die 264 Win Mag, 222 Rem, 
$25 G 

PARKER HALE base blocks#27, 16, 28, 39, 40 $4.70 
HKS Speed Loaders Mod 10A suit K-frame S&W $11.50 
G 


SAN ANGELO single vertical gun rack $26 
REMINGTON UPE brass 222 Mag, 17 Rem G 
TASCO WC scope mount bases: 1852 Tikka 658 & M65 
$43.60, 1848 Winchester 94 AE $42, 1908 Brno Fox $45, 
1819 Ruger MIni-14 $45, 1810 Browning BAR, BLR 


Monkland Branch 

Cnr Bruce Hwy & McMahon Lane, 
Monkland, Gympie Q4570 

Ph, (074) 82 4099 


Rockhampton Branch 
63 William Street, Rockhampton Q4700 
Ph. (079) 22 4257 


$40, 1821 Browning BBR SA $40, 4099 Sako Finnscout 
$36.45 G 

HILLVER scope mount base 4301 CMC Mountaineer 
short $42 G 

TASCO Rings 1877 High 26mm $40, 1873 Med 1" $30, 
4073 Std 30mm $58, 2097 High 1" 5/8" dovetail $40 G 
HILLVER Rings 1874 High 1" $30, 1872 Std 1"$30 G 
ZERO Rem 700 bar mount $50 G 

PIONEER 3/4" dovetail steel rings $36 

PIONEER 3/8" dovetail steel rings $36 

RCBS Trim Gauges #3,4,5 $11.45 G 

RCBS 490 dbI ball mould $83 G 

SUPER SIMPLEX 30 M1 Carbine die set $28.50 
BURRIS mount bases suit Rem Mod 700 $22.50 G 
WEAVER bases & rings suit Savage Mod 99 $22 
HILLVER Base suit Marlin 45/70 $38 G 

BENJAMIN air rifle scope bases $20/set G 

LEE Hand Loaders 22 Hornet, 22-250, 30/30 $42ea U 
SIMPLEX Master Neck sizer 243 $28 U 

SIMPLEX VTFL Sizer 243 or 30-06 $16 U 

RCBS Neck sizer 416 Rigby $30 U 

RCBS FL die set 220 Swift $48 U 

RCBS proj sizer dies 224 $23, 358 $27 U 

REDDING Boss Reloading Press $140 U 
WINCHESTER 307 Ammo $24.35/20 M 
WINCHESTER 225 Ammo $24.65/20 M 

7.5mm French MAS Blank ammo $25/100 

UM Hotshot Nipples #2841 $7.10 M 

UM Nipple for Enfield & P-H $6.45 M 

LEE Die Sets 7x57, 303 Brit, 22-250 $49ca 

RCBS Trim Die 308 $35 M 

LYMAN 310 Die Set 22-250 $20 M 

RCBS Trim Gauge #3, #4, #5 $11.45ea M 

RCBS Bullet Mould 490 R Ball Dbl $83 M 

SPEER 570 Round Ball $24.10/100 M 

‘TASCO Universal Rings (suit Weaver Bases) $32.50 M 
REDFIELD 1" Split Rings Low, Med $38 

REDFIELD Base Marlin 336, Rem 700 Long, Rem 700 
Short, Mauser 95-98 $32.50 ca M 

REDFIELD Base suit BAR $40 M 

TASCO WC Base BAR-BLR $43.45 M 

TASCO WC Base Brno 600 $43 M 

TASCO WC Base Brno Fox $43.45 M 

TASCO WC Base Rem 700 Long $36 M 

AUSINEL Base & Rings Win M70 $60 M 

LEE Ram Prime $22 M 

BONANZA Adj shell holder $19 M 

REMINGTON 17 UPE brass $17.50/20 M 

RWS 9.3x62 Ammo $69/20 M 

Winchester 356 Ammo $32/20 M 

UM QD Swivel set for Win 101-102 $27.20 M 
Hawks 3/4" sling swivels $5 M 

USRAC Hammer extension $20 M 

FORSTER #2 case trimmer collet $4.95 M 
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EDITION 17 


RRP $3.50 
August - September 1994 


COVERS IT ALL 
AND SO SHALL WE 


LETTERS TO THE EDITOR are welcome. If 
you would like to voice your opinion we will 
print as many as space allows. Send to The 
Editor, Jimi Hendrix, P.O.Box 872, Gympie 
Qld 4570. 











IN THIS ISSUE 
EDITORIAL 


SHUTDOWN - A Poem 
Michael Darby. 


Robin Hood. 
1AM BOOK REVIEW 
AUSTRALIA... Se Jennifer Wilcox.. 
SNIPER BOOK REVIEW 
Jimi Hendrix. 
INTERVIEW LET'S NOT T, 
with Brigadier SERONG. Jimi Hendrix... 
FACE THE THREAT Pt 2 TAX REVOLT 
Michael Darby. 
A RIGHT TO SURVIVE 
K. Hardy. Owen Dare. 
GUN NUTS & SPRINGS RveRVWHERE ORDER FORM.. 
Doc holliday. 36 SUPER JIMI 
BOOK REVIEW Sorrow. 


Foy NOT TO MISS AN ISSUE!!! 


BACK ISSUES AVAILABLE: 1/2/3/7/8/9/10/11/12/13/14/15/1 


Please post $3.50 per copy along with issues 
required circled on this form to Lock Stock & 
Barrel , P.O. Box 872, GYMPIE @. 4570 
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enrcORiAt 


M, boss, or he who thinks 

he should be obeyed, comes 
from the north of England. 
He left 27 years ago and has 
worn out a few Australian 
Passports, loves Australia but 
is proud of his industrial 
heritage, loves those Pommie 
comedians with the accents, 
and the beer bellies. The 
industrial North was the 
place where Karl Marx and 
Fred Engels had in mind 
when they worked on the 
Communist Manifesto and 
Das Kapital. He collects T.S. 
Lowry prints of matchstick 
people, matchstick kids and 
dogs (gee, the dogs look thin), 
Some tough times had been had in the North, when cotton was 
down. Lancashire starved. Cotton went down in the '20s and 
never recovered. The same happened with shipbuilding and 
other heavy industries in all areas of the north. Poverty was a 
traditional way of life, something to bind people together. 


"Of Course, We Had It Tough...” 


There were miles and miles of narrow streets with a front door 
and step to the street, and if they were well off they had a back 
entry. Lots were back to back and small; babies and small 
children slept in drawers. There was a tin bath in the kitchen 
or the public baths were a bus ride away. They had it tough, 
bread and drippen was a delicacy. We in Australia are facing 
tough times and unfortunately they may not improve for a long 
time, until we win. The Northerners can teach us all about the 
safety mechanisms of hardship. The major one is laughter. lt 
relieves stresses; it's good for your health, and it's good for 
morale. There is no subject safe from laughter; mothers-in-law, 
death, starvation, the government and sodomites. Most of it is 
constructive too. 


"...Lick Road Clean Wi' Tongue” 


One of his mates was visiting, on his holidays from over there. 
The fresh air was killing him here so he had to go back early 
as his lungs were decoking. I can remember him sitting in the 
chair complaining about Aussie beer making him sneeze 
because it was too gassy. He smoked dog ends all the time, said 
they were the best. He had a great knack of stamping on them 
when he saw one in the street, picking it off the sole of his shoe 
and putting it in his pocket when nobody was looking (except 
me of course). These are the tricks that Aussies can learn 
"survival". He was telling my boss, "I came from a poor family 
but we were happy on the whole - well you see we lived in a 
hole. Not in't road though. But just to give you some idea of 
how bad things were: we were trying to keep up with the 
Joneses next door and they were in the care of Oxfam. At the 
age of fifteen 1 thought knives and forks were jewellery. The 





walls were that thin in our house, that on Sunday afternoon | 
opened the oven door and our next door neighbour was sticking 
his bread in our gravy. Aye, life behind the ICI dye factory with 
the asbestos factory on one end of the street and the cream- 
cracker factory at the other." 

He took his wife out to dinner, his mother in law had died, 
to an Indian sit-in take away meal. "Lovely it was, Tandoori 
you know, the wife could live on it. When we got home, we'd 
been broken into, burgled. What a bloody mess, Plates 
smashed, furniture all over the place, sheets ripped, cushions 
busted open, filthy writing on the wall, and do you know, we 
had a pan of hot pot stew on the stove, and the buggers had 
crapped in it". He sighed and shook his head. "We had to throw 
half of it away". 


Left With the Ghost of the Labor Party 


This area was the stamping ground of all the old fashioned 
dyed-in-the-wool Labour socialists like Kier Hardie, Ramsay 
Macdonald and Oswald Moseley; they all had there secret New 
World Order to work for. What has happened to the old Labour 
Party? It never looks to the poor people for support or even 
gives any support in return. The Labor Party today is a bunch 
of over-fat academics, none of whom would have done an 
honest day's work in their lives. The people's party, the party 
that was to right all the wrongs for the little people, fighting 
capitalism, crooked bankers and industrialists. What happened 
to it? 

My boss is an old Labor man from way back (not that he 
bandies it around much, but his wife does like to remind him 
that he voted for Bob Hawke in 1983). He cringes and whines 
about how obscene John Howard was putting up the price of 
fuel in the late seventies and reminds her that Fraser is only 
another United Nations stooge anyway. Wow it makes him feel 
bad. I suppose that when people feel deceived in what they 
were taught to believe in, it motivates them to try and 
compensate for their mistakes, although when you look back 
over the last thirty years it would not have made a whit which 
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ever way you voted as both sides will give you 
internationalism, the only difference is how fast they 
implement it. The Labor Party appealed to people who had 
nothing to lose; it offered everything. 

It introduced the "White Australia" policy, and still voted for 
its retention until 1965, That was to protect Australia from 
tribalism and keep jobs and opportunities for the people it was 
representing. The first federal Labor Prime Minister, Andrew 
Fisher, and another famous Labor MP, King O'Mally, pushed 
the 1911 Commonwealth Bank Act, which produced the 
people's bank, social credit. Using the public credit as the 
Constitution intended, this allowed them to find the capital to 
fight World War One without paying interest to the 
international bankers like other world powers, and they paid 
interest on it for sixty years. It was another Labor idea to build 
the Transcontinental Railway to Perth, and they did this 
through the old Commonwealth Bank with only half a percent 


of interest. 
Juggernaut Off The Rails 


The old Labor Party wanted to finance the building of 
Australia without giving the benefit to the Rothschilds. It was 
anationalist party; it had the Australian flag as its standard. The 
Labor party opposed rises in the matriculation fees in 1902, it 
advocated free education, votes for women and free 
universities, even up to 1969. State aid to church schools was 
proposed and supported by Labor for fifty years; state funded 
health care was a policy of Labor for seventy years. Now Labor 
cannot abide the flag, the Constitution has to go and the country 
has to be turned over to the internationalists. They have sold 
Telecom, they want to sell the hospitals, the airports, the 
electricity boards, power stations, and believe it or not they 
have sold off the Commonwealth Bank! How crazy, when the 
people own all these resources already. Their tax was supposed 
to have paid for them; the country's wealth has been ransomed 
to the bankers to raise the funds to pay for them and they want 
the people to buy them again. What a cheek! 

When did the rot set in to the Labor party? More than likely 
it would have been there at the very beginning. Fabians like 
Stuart Hedlam were lecturing to Labour Party meetings and 
Lenin himself was the founder of the International Labour 
Movement. Oswald Moseley, who was also a member of the 
Fabians, was not expelled from the Labour party until the 30th 


of June, 1931 
Disinterested... 


Jack Lang, the Labor Premier of New South Wales, on the 
27th of March 1931, refused to pay interest to the international 
bankers, and instead said that he would use the money for the 
jobless. The federal Labor Prime Minister James Scullin said 
that they would pay instead. At this time the Depression was 
at its peak, Australian families were living in tents and cattle 
bales. The Scullin Labor Parliament cut wages and pensions, 
they had borrowed 624,072,065 pounds since 1921 when they 
had stopped the Commonwealth Bank from operating under its 
original charter. They had no intention or hope of paying it 
back, but were too scared not to pay the interest. 

Premier Jack Lang proposed to raise funds on the public credit 
with the government in control of it as in the old 
Commonwealth Bank days before 1921, taking the right away 
from the banks of manufacturing debt. This was treason as far 
as the Labor Party of that time saw it (and still is) and they 
expelled him from the Party. The Lang Plan had a lot of support 












in the Labor Party and Scullin was defeated in the Parliament 
and had to go to a general election. Scullin's party was defeated 
and Labor was reduced by 35 seats to 13. John Curtin, Ben 
Chifley and Ted Theodore lost their seats and the United 
Australia Party with Joe Lyons took their places. 

On the 13th of May Jack Lang was dismissed by the Governor 
of NSW and an election was planned. Governor Sir Philip 
Game sacked Jack because, he said, "Lang's defiance of the law 
was intolerable". When Lang wouldn't pay the interest bill to 
the overseas banks, the Commonwealth paid for them and 
moved to secure NSW funds through the banks. Lang retaliated 
by ordering that all State revenue be paid direct to the Treasury, 
Sir Philip considered this illegal. 


Lang Time In The Wildermess 


Lang was opposed from within his own party and by all other 
parties, and even an armed coup was being planned against 
him. Jack Lang, "Big Fella", was expelled from the Australian 
Labor Party in 1931, even though he was at that time a State 
Premier. He was re-admitted in 1936 but was again expelled 
in 1943. In 197] he was admitted to the NSW ALP. The motion 
came from the youngest member in Federal Parliament, Mr 
Paul Keating, but as Jack was 95 years of age at the time they 
didn't feel that there was any long term threat to the Party from 
Jack's strong views about their relationships with overseas 
bankers (or those who call the tune), 

If anyone can spot anything that resembles what the Labor 
Party used to stand for in the ghost that we see today they have 
a better imagination then Alfred Hitchcock. When will the 
Australian people realise that they are now a subjugated nation 
under an international world power? We have a monarch that 
would, if advised correctly, work to defend the people, but we 
have so many Cardinal Richelieus doing the advising, and no 
Three Musketeers to fight for right. 


Come One, Come All!!! 


Don't forget to come along to our second Lock Stock & Barrel 
Freedom Show, to be held at the Brisbane Table Tennis Centre, 
Downey Park Windsor, on the 1 6th and 17th of September, See 


you there! cy 


DON'T THROW THOSE 
BOOKS AWAY! 


reference books, magazines, 
pictorials, whatever, we would 
greatly appreciate donations of 
these on any subject. 
Please contact LS&B, 
P.O.Box 872, 
Gympie Qid 4570 
Or Ph (074) 82 5070 
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W:. would hope that all people alive today would wish to 
understand the history of the twentieth century if only to find 
their own place, where they stand in it and how it will affect 
them in the future. Unfortunately we come to the realisation 
that for the first time in human events, the whole world has 
come under the influence of a single idea. This one theme 
which has many names and disguises has one common thread. 
It always involves some form of collectivism, which destroys 
individualism, and offers some utopian dream of heaven on 
earth. Whatever the name, World Council of Churches, 
Fabians' Theocracy, Liberalism, Republicanism, Socialism, 
National Socialism and Fascism, the only difference is the 
colour of the flags and banners. No countries have been 
excluded from it, and when this realisation first enters the brain, 
the diabolical spread and depth of the plan often brings 
disbelief, but on further investigation the evidence becomes 


irrefutable. 
Eli Who? 


When LS&B received a letter to the editor with the pseudonym 
"Elihu Root" (printed in Edition 15), I looked him up in the 
Encyclopedia Britannica, He appeared to be a pillar of society: 
lived 1845-1937, a lawyer, Secretary of War of the USA (1899- 
1904), directed the administration of Cuba and the Philippine 


Elihu Root 


an honour 


honourable men over the 


Islands and reorganised the army, he was Secretary of State 
1905 to 1909, Senator for New York from 1909 to 1915, and 
he received a Nobel Peace Prize in 1912. That looks great, what 
a career! Then it goes on to tell us he was a supporter of the 
League of Nations with Woodrow Wilson and served on the 
Commission of Jurists which framed the statute for the 
International Court of International Justice. It mentions and 





understates that he worked closely with Andrew Camegie on 
programmes for international peace. Someone named Leopold 
wrote a book on him in 1954 called Elihu Root and the 

Conservative Tradition. 

But Elihu was anything but a conservative. He was a member 
of the Council on Foreign Relations, and if he was influential 
in the League of Nations then he was an internationalist (that 
was the predecessor of our United Nations), and the Carnegie 
Foundation, who have always worked for the New World 
Order (which will be featured in later editions of LS&B). So 
having a look through other reference material for Elihu's 
history we found in an extract from the Congressional Hearings 
on Russian Bonds, reference number HJ8714.U5 showing the 
financial statements of Woodrow Wilson's expenditure of the 
$100 million voted him by Congress as a special war fund. This 
statement shows the expenditure of $20 million sent to Russia 
by the "Special War Mission to Russia". It names Elihu Root 
as being in Russia and being responsible for the spending of 
these funds. 

This information is repeated in the Congressional Record, 
Sept. 2nd 1919, and was given by President Wilson's private 
secretary Joseph Tumulty. Elihu had been sent on this special 
mission by President Wilson to give more financial support to 
Lenin, 

As a lawyer Elihu had worked for the Kuhn Loeb Bank and 
as you would have gathered from the last edition, Jacob Schiff, 
one of the partners of the Bank, had already distributed $20 
million through George Kennan to Lenin and his Bolsheviks 
prior to the February revolution. To gain an understanding of 
the magnitude of capital that was expended and in the correct 
time frame the following is a lean historic calendar of the 
sequence of events. First we have to understand the old Russian 
Romanov calendar will not connect exactly with the European 
calendar of that time; it is about ten days out of sequence. 


A Revolutionary Chronology 


The first Russian Revolution of January 9th, 1905 was 
successful in that it forced the Tsar to proclaim a constitutional 
monarchy, and the formation of the Duma (parliament), This 
Revolution was brought on by the world revolutionary 
movement and the loss of the war with Japan, and was put 
down very violently by the Tsar’s Cossack cavalry. 
The second Russian Revolution was in itself two revolutions. 
It was started by food riots on the 12 of March, the garrisons 
of Petrograd (St Petersberg) joined in and on the 15th of March 
Tsar Nicholas Il abdicated in favour of his brother the Grand 
Duke Michael. But he then refused, and 300 years of the 
Romanov Dynasty ended. The Duma appointed a provisional 
government but it faced a rival, the Petrograd Soviet workers 
and soldiers deputies, which soon proved that it had more 
power than the provisional government. Already on March the 
14th it had issued Order No. | directing the military to obey 
only the orders of the Soviet and not the provisional 
government. 

At the end of March 1917, Kerensky, the provisional 
government's Minister of Justice and leader, issued a general 
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amnesty for all exiles of the 
previous government. This sealed 
his government's fate, as 90,000 
dedicated revolutionaries started 
to return to Mother Russia. 
Trotsky left New York on the 27th 
of March aboard the SS 
Christiania with 275 supporters, 
$20 million in gold bullion, 
$10,000 in cash and a US Passport 
issued by President Wilson. 

Early in April 1917 Lenin, Martov 
and forty other exiles left 
Switzerland in a special sealed 
train and travelled for four days 
through Germany, a country at war 
with Russia. Max Warburg 
(brother of Paul Warburg who was 
a director of the Kuhn Loeb Bank 
in New York), the German 
Finance Minister, had meetings 
with Lenin and delivered a large 
amount of gold coin to assist in the 
cause. Lenin received a hero's 
welcome at the Finland Railway 
Station in St Petersberg on his 
arrival. Russia's Foreign Minister 
Milioukoff negotiated the release 
by Britain of Maxim M. Litvinov. He had been arrested as a 
German spy by British intelligence but he was allowed to return 
to Russia. Litvinov, whose real name was Mayer Wallach, alias 
Finklestein, was one of Lenin's men who was arrested in Russia 
for trying to pass Stalin's stolen 500 rouble notes. 

50 CENTS 


STICKERS “ici 


NERO LIVES...IN PARLIAMENT HOUSE CANBERRA 
GET YOUR FILTHY LAWS OFF MY BODY 
GUY FAWKES....WHERE ARE YOU WHEN WE NEED YOU? 


BAN GUNS MAKE THE STREETS SAFE 
FOR COMPLETE GOVERNMENT TAKEOVER: 


\S THERE LIFE AFTER DEATH? TRESPASS HERE AND FIND OUT 


AUSTRALIANS MUST HAVE A SENSE OF HUMOUR - 
THEY VOTED THE CLOWN BACK IN 


GOD, GUNS & GUTS MADE AUSTRALIA FREE 
LET'S FIGHT TO KEEP ALL THREE 


—— 





cla 


ANIMAL VIVISECTION IS CRUEL - 
USE THE MORALLY DEGENERATE INSTEAD 


REGISTER POOFTERS NOT GUNS BEFORE THEY KILL US ALL 


\F MY GOVERNMENT DOESN'T TRUST ME WITH MY 
GUNS WHY SHOULD | TRUST THEM WITH THEIRS? 


WELL CANBERRA HOW HAVE YOU PISSED 
AWAY OUR TAXES TODAY? 


FIGHT ORGANIZED CRIME - ABOLISH THE ALP 
| LOVE MY COUNTRY BUT I FEAR MY GOVERNMENT! 
FIGHT ORGANIZED CRIME ABOLISH POLITICAL PARTIES 





2 ' & a - 
"Let's try it one more time, Comrades. Simonov says 


your hands!!!" Trotsky addresses his troops. 


On July 17th 1917 the Bolsheviks, 
now controlled by Lenin, started a 
campaign known as the "July 
Days" riots and demonstrations. 
Kerensky ordered the army to fire 
on the rebels; Trotsky was arrested 
and Lenin hid in Finland. 

On September 7th 1917 the 
Commander in Chief of the 
Russian army, Larv Kornilov, 
marched on St Petersberg with the 
idea of a counter revolution, but 
lost heart. His men deserted and he 
was arrested, 


Lenin and the Bolsheviks needed 

more money, The message was 
sent to President Wilson, who 
dispatched Elihu Root with 
another $20 million. 

Lord Milner, chairman of the 
Round Table Society, poured 
another 21 million roubles through 
Sir George Buchanan, the British 
Ambassador to Russia. This 
money was used to entice soldiers 
to desert from the provisional 
government. 

On August 17th Trotsky was released from prison. 


September 24th, Trotsky was made President of the St 
Petersberg Soviet; on the 26th the St Petersberg Soviet voted 
to transfer all military power to a military revolutionary 
committee under Trotsky. 








WHATEVER HAPPENED TO THE AUSTRALIA THAT 
USED TO KICK ARSE AND NOT KISS IT 


NOBODY LOVES A SOLDIER UNTIL THE ENEMY IS AT THE GATE 
CAPITAL PUNISHMENT - STOPS REPEAT OFFENDERS 
TAKE MY GUN - THE CONTENTS COME FIRST 


WHAT'S THE SIMILARITY BETWEEN TIANNAMEN SQUARE AND 
AUSTRALIA - NO CIVILIAN SEMI AUTOS: 


(AUSSIE FLAG) IF YOU DON'T LOVE IT LEAVE! 
KEATING DOES THE WORK OF 3 MEN THE THREE STOOGES 
IF IT WASN'T FOR GUNS YOU'D BE SPEAKING JAPANESE NOW. 


WOMEN SUPPORT GUN OWNERSHIP 
NOBODY EVER RAPED A .38 


GAY RIGHTS? UNDER GOD'S LAW THE ONLY "RIGHTS" GAYS HAVE 
|S THE RIGHT TO DIE (LEV.20:13) 


FEAR THE GOVERNMENT THAT WANTS YOUR GUNS: 
DON'T WORRY A DISARMED AUSTRALIA WILL PROTECT YOU 
FEMININE PROTECTION BY COLT / SMITH & WESSON 
FREEDOM IS NOT HEREDITARY 
PARANOIA |S TOTAL AWARENESS OF YOUR ENVIRONMENT 


FIREARM OWNERS - CALL YOUR POLITICIAN NOW - 
YOUR SILENCE IS YOUR CONSENT 


TO ORDER: LIST THE STICKERS YOU WANT, SEND LIST WITH 50 cents PER 
STICKER PLUS $2 p&Gh TO: LSGB, P.O.BOX 346, GYMPIE QLD 4570 
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October 21st: Bolsheviks won control of the Petrograd (St 
Petersberg) cartridge factory. This gave them unlimited 
ammunition and deprived all other groups. 

On the 6th of November Lenin sneaked out of hiding and 
joined the military revolutionary committee in the Smolny 
Thstitute. 

On November 7th the 
order to begin the 
organised revolution was 
given. By 12 noon most of 
St Petersberg was in his 
hands, at 9pm Bolshevik 
troops besieged the 
Winter Palace where 
Kerensky's provisional 
government was holding 
out. At 1.20 pm on the 8th 
of November (or by the 
old calendar the 27th of 
October) the Winter 
Palace was rushed. Six 
men were killed and the 
provisional government was arrested except for Kerensky, who 
escaped. On the 16th of November the Bolsheviks took control 
in Moscow. They virtually had control of the Russian Empire. 
The Revolution was over; now it was ready for a civil war. 

In March 1918 the "Bolsheviks", whose real name was "The 
Russian Social-Democratic Labour Party", changed their name 
to the Communist Party and moved its headquarters to 
Moscow, 

The Tsar and his family, who had 
been deserted by all, were shot in 

Ekaterinburg on the [7th of July, 
1918. 

This sequence of events was 
compiled from the Encyclopedia 
Britannica, The Russian 
Revolution by Jean- Claude 
Suares, the National Encyclopedia, 
Chronicles of the Twentieth 
Century and Chronicle of the 20th 
Century History by J.S. Bowman. 

Not one of these books, nor any 
others that we looked at, had a 
complete calendar of these events; 
I had to assemble it piece by piece. 
If anyone has any corrections for 
the above please let me know as the 
reference books have lots of 
information on what was 
happening in this period, but not 
where and in what time frame. 
Meanwhile, in the Land 

of the Free... 

When Leon Trotsky was in New York in 1917, he received 
news that he could return with his other Bolshevik exiles to 
Russia, but he had a few problems. He had no money, no 
passport, he had entered into the United States illegally, and 
he had no transportation. He was a positive thinker, so he put 
his coat on and went around to the world headquarters of the 
Bolshevik movement at 120 Broadway, New York. This was 


hiding out in Finlan 








the Equitable Life Building which had been built by Gen T. 
Coleman Dupont; it also housed the Federal Reserve Bank of 
New York and the American International Corporation which 
had been organised in 1915 to aid the Bolshevik Revolution. 
Frank Vanderlip was the chairman and the firm was funded by 
1.P. Morgan, the Rockefellers and the National City Bank. 
Directors were Pierre Dupont, Otto Kahn of Kuhn, Loeb & Co, 
George Herbert Walker (the grandfather of President Bush), 
William Woodward, Director of the Federal Reserve Bank of 
New York; Robert S. Lovett, right hand man of the Harriman- 
Kuhn, Loeb Union Pacific Railroad; Percy Rockefeller, John 
D. Ryan, J.A. Stillman, son of James Stillman, principle owner 
of the National City Bank; A-H. Wiggin and Beekman 
Winthrop. Frank Vanderlip publicly referred to Lenin as "the 
modern version of George Washington". 

Leon had a rags to riches experience when he walked in a 
pauper and walked out with $10,000 in $US notes for his 
journey. The Rockefellers acquired a special passport for him 
from President Wilson, who also sent Lincoln Steffens to 
safeguard him on the journey. Kuhn-Loeb chartered the S.S. 
Christiania and the bankers had a whip round to find him 
twenty million in bullion to help with the cause. The ship set 
sail but had to pull in at Halifax, Nova Scotia. On its arrival 
there the Canadian Secret Service put Leon Trotsky in prison 
and impounded the ship and the gold. Now we can understand 
the Germans supporting Lenin and sending him and their gold 
to Russia, as they knew that the Bolsheviks would take Russia's 
ten million soldiers out of the war. This fact obviously did not 
bother President Wilson; probably he was more concerned that 
the war would be over before his 
young soldiers had a chance to 
die on the battlefield or his 
industrialists had a chance to 
make millions in producing 
uniforms. 


A King's Ransome 


There is more than one theory of 
which and whose influence 
secured Trotsky's release. The 
first is that President Wilson told 
British Prime Minister Lloyd 
George that if they did not release 
Trotsky he would not let America 
participate in the War. The other 
is that yes, all the above 
happened, and Lloyd George did 
indignantly cable demands from 
London to release Trotsky, but 
the Canadian government knew 
that it would free many German 
divisions to attack Canadian 
troops in France. Eventually, five 
days later, the Canadian Prime 
Minister Mackenzie King 
stepped in and the agents that had 
organised the arrest were dismissed from the service; their 
careers were ended. As a reward for Mackenzie's intervention 
he was appointed head of the Rockefeller Foundation 
Department of Industrial Research at a salary of $30,000 a year 
(the average wage in Canada at that time was $500 per year). 
King became Director of the Camegie Corporation and a Lady 
Laurier left him a large mansion in Ottawa. Then a group of 


government 
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People of learning or influence 


well-wishers staffed it for him and spent $255,000 refurbishing , 
it for him. On King's birthday John D. Rockefeller Jnr gave him 
$100,000, then the Rockefeller Foundation paid $300,000 for 
King's memoirs to be written. In his final years King was exposed 
as a principle in the $30 million Beauharnais Power Company 
swindle during the building of the St Lawrence Seaway. St was 
found that King had accepted $700,000 from Beauhamais and 
a trip to Bermuda, We will never know the final cost of Trotsky's 
sailing trip but they had to get him on his way to being Lenin's 
Chief Deputy and Commander of the Red Army, the lord high 
executioner of the Russian people. 





ayday, Mayday 

Some people believe that the Ist of May commemorates a 
Russian revolutionary date, but you will note that the Ist of May 
has no significance at all to the Communists or the Russians in 
the context of the Revolution. The only significance it has is it 
is the day when Adam Weishaupt formed the parental 
organisation, the "Illuminati", on the Ist of May 1776, and which | 
is celebrated in Australia and all other socialist countries in the 
world. 

Where did the red flag arrive from? Jean Drault, the French 
writer, remembered old Amschel Mayer, the founder of the | 


Mackenzie King was an honourable man, and his friends gave 


him the world because he was such a swell guy. Et tu, Brute. 








House of Rothschild, had a shield in which a red flag was 
displayed over the door to their house in Frankfurt. He can 
remember Amschel Mayer saying to his customers that one day 
this flag will rule the world. 

The Bolshevik revolutionary greeting or salute is still in use by 
Russian politicians (not so-called Communists now but maybe 
democracy is only skin deep) as you will see on the TV news. 
The raised clenched fist is a symbol of Jewish origin too, and if 
you have any film clips of the jubilant Israeli defence forces from 
the 1967 war you will notice the clenched fist salute as they greet 
one another, How far is Zionism from Communism is the basis 
for another part of the History of the New World Order. 


Statement of Account 
Western capitalists had achieved their objectives. The Russian 
people paid, and are still paying, in blood and guts. They 
probably have paid more dearly then most countries except for 
maybe China. The first butchers bill of the Revolution, only up 
to 1918 was: 
The Tsar and his family 
28 bishops and archbishops 
6,765 teachers 
54,000 army officers 260,000 soldiers 
48,000 senior police officers 150,000 police officers 
355,000 intellectuals (includes lawyers and accountants etc.) 
198,000 workers 915,000 peasants 
There you go! I thought this revolution was for the workers?) No. 
| thought this revolution was for the peasants? No, it was for the 
international bankers. 
These figures are from the American Congressional records, 
They increased dramatically, as internal fighting did not cease 
completely until 1926. The unusual thing is the revolution of 
1917 was relatively a bloodless coup, only six were killed in the 
storming of the Winter Palace. The above list is not of people 
killed in "fighting", they were taken away because their name 
was on a list. They were shot without trial. They sat in their 
homes and waited for that knock on the door and then meekly 
filed outside with their families, were stood against walls and 
shot. In all probability over twenty million were killed between 
1917 and 1927. Would you wait for that knock on the door? The 
Bolsheviks or Communist regime was always shaky; it only ever 
existed on foreign influx of capital and aid. 

If the people who were on that death list had stood together 
their lives would not have been cut so short. In the next edition 
we will obserye how the international bankers kept the 
Communists in Russia afloat. Ss 





6,776 priests 
8,500 doctors. 
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T; he stealth invasion of Apathralia by foreign powers 
was a strange one. It was probably the first totally 
peaceful subjugation of a country in the world's 
history at any time, when the population at large did 
not know that they were being subjugated. If you did 
not live in Apathralia, you would find it almost 
impossible to believe that a country could be in 
foreign control without knowing it, and yet after some 
time most did know it but they did not want to test the 
water and shatter an illusion to find out that they 
really were captives in their own country. To explain 
the circumstances maybe this copy of a letter from a 
Japanese overseas student will enlighten the readers 
to the situation. 


To: Professor Mitsubishue, Blisbane 
Faculty of Economics and Sociology Apathralia 
Saiwai-Cho, Takamatsu, 1 May 1996 


Tokyo University 
Tokyo, Japan. 
Dear Professor, 

1 am writing this to you on the computer terminal in the 
Blisbane Nippon Club, | will send it through on the modem and 
you will have it tomorrow. (I tried to telephone you, but as you 
told me the Apathralian telephone system is so unreliable it is 
"down under" much of the time and when it is working you 
can hear the people listening, eating their dinner while they 
listen to the radio - it's shocking). I prefer the good old Hitachi 
terminals that we have at home; if 
only the Apathralians would let in our 
new equipment. They cannot afford it 
but it would speed up our study time. 
1 want to thank you for the grant that 
has enabled me to come here. I will 
do my best to fulfill your expectations 
of me but because of what I have seen 
here I will be taking a direction in my 
life that is quite radically different 
from what it was when I left Japan. 


Welcome to Apathralia 


When | arrived at the airport I noticed 
the long lines of Apathralians at the 
money exchange, waiting to trade 
their shabby currency for 
international silver backs or trying to 
fill out a form to buy a gold coin. 
When I say "shabby currency" I mean that it gets ragged very 
quickly and falls apart in your hand, it's sort of plastic. They 
are looking forward to the new currency when a thousand old 
dollars will be exchanged for one of the new dollar notes. The 
Apathralians look a bit thin and dirty but seem in fine spirits. 
Their clothes look tatty and I can remember the study that you 
did way back in 1992 when you pointed out that Apathralians 


spent the least amount of money on dry cleaning in the eid: 
less then 1.00 yen per year per person, 

Travelling to the Club from the airport was an adventure in 
itself. 1 was sharing with Noritake Watanbe from Kagawa 
University. I negotiated a price of $2300 Apathralian. It was 
probably too much but we were tired and wanted to get to the 
Club. Of course $2300 is only seven yen but no one could 
change a yen note at the airport. We had to get into one of those 
old black and white taxis like you see in the Hollywood movies. 
The boot was so dirty I wouldn't put my luggage in it. Then 
the poor taxi driver had to pay to get out of the airport carpark. 
The road was perfect and soldiers from the United Nations of 
Asia seemed to be everywhere; no traffic though, as non- 
government workers cannot afford the petrol to aimlessly 
travel. Halfway into town the taxi-driver had to take a diversion 
to buy some more fuel. He obviously would not have had 
enough fuel to get back to the city if he didn't have us with 
the shabby money to pay for it. 


The Toll Under The Bridge 


As we started on this detour we came across a road block. I 
thought it was bandits, but it was three black men in camo. 
uniforms. They were collecting toll road money for their tribe 
who had the concession for this area of town and stopped all 
but government vehicles. They looked so ugly; they were jet 
black and had black sunglasses, farther up the trees then 
negroes. 

"Aw not you guys again, you got me on the way to the airport", 
our driver said. 

"You got a receipt then?" said the apparent leader. 


Here 1 am, at right rear, oH other guests at Blisbane SAR Club 





"My brother fixed it up. He has the receipt.” 

The black man opened the door and dragged him out by the 
hair and kicked him in the kidneys. The taxi driver curled up 
and reached for his wallet and he offered it to the black man, 
who took the all the money we had given him, and then threw 
the wallet back in his face. 

“Drop in anytime", he barked and walked off behind the road 
block. The driver got in and started off to the petrol station. 
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We were frightened, | can tell you, 

We had to give the taxi driver some more of the funny money 
so he could buy the fuel and get us to the Nippon Club. Were 
we glad to see that place! 

It was so quiet and peaceful, almost like home. Once we had 
showered we took a walk. There is a park across from the Club, 
but the beggars are so thick and pushy it's impossible to walk 
as they almost throw their children into your arms and scream 
for money and food. Yesterday, on the way up to the room on 
the elevator, the operator stopped between floors. We were 
frightened again. "Change money", he said. "Yen?" 

We said that we were simple students and that we knew that 
changing money was against the law. "I'll give you three 
thousand dollars for a yen" he said, then he offered us a line 
of cocaine, marijuana, and then mentioned he had a pretty 
sister. We were frightened again. We a said that we only 
wanted to go back to our rooms and he must have been quite 
frightened too, as when he realised he was not getting anywhere 
he restarted the lift. 


Just Like Home 


On our first day we went to Sea World. It was great, they even 
had Japanese staff and all attendants spoke Japanese. We sat 
ina cafe. A middle aged man went from table to table singing 


P.O. BOX 414 
ALDERLEY, 
Q4051 


RELABLE SCOPES AT 


RDIQUOUSY 





ballads and playing a guitar, he sang the Tokyo top ten. He is 
an Apathralian professor that spent a year as an exchange 
student in Tokyo. Now because of the inflation he had to 
supplement his income by singing in Japanese. We gave him 
a generous tip and he went to sing at the next table. 


overseas visitors can afford to shop there. 





NEUES oy 


4X 32 $48 
4X 40 $58 
6 X 40 $68 
3-9 X 40 $88 
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The price increases here are quite dizzying. The prices on the 
menu cannot be changed quickly enough. When the bill came 
it was $9000. We'd had two cups each, but it was $2000 per 
cup on the menu. I queried it and the waiter said, "If you want 
to save money, and you want two cups of coffee, you should 
order them both at the same time". 

You can imagine things are so different here, | had to know 
what was going on. When we were leaving Sea World I saw 
the Apathralian professor walking back towards Blisbane with 
his guitar in a case. I asked the Nippon Club taxi driver to pull 
in and | asked the professor if he would like a lift in to Blisbane. 
He politely accepted. His Japanese had an awful accent but it 
was easier for us to converse with him as our English is not 
yet perfect. 





They Don't Give A XXXX 


T asked him what he thought was causing Apathralia's 
problems. He answered strangely at first; television, beer and 
football. I told him that they were not surely the only reasons. 
He was a bit grumpy and said that they were the big part of 
the apathy and acted like the bells for Pavlov's dogs. As long 
as those comer stones of society were untouched they never 
knew that anything was wrong. You could take their jobs away, 
their house, their food, but take their telly or the football or the 
beer and then they would realise that they have had everything 
stolen and they would wake up. That was why those icons had 
never been touched, "But what was the first thing that 
happened?" I said. "Well our government sent the gold reserve 
overseas to the bankers because they couldn't pay the interest 
on their loans years ago. Then they sold off all the nation's 
assets like the phone company and the electricity company and 
the power stations and even the bank the people used to own." 

"The Apathralians did not even own their own means of 
exchange; the overseas people bought all the big farms, and 
bought any industry that was worth anything with our own 
useless paper money. The bank that we used to own just kept 
printing the stuff, knowing that it was opening the gate for 
foreign investment. The government couldn't pay its debts any 
more so it put up all its World Heritage properties and the 
National Parks as collateral to get further loans to keep paying 
the interest on the old loans, and eventually they couldn't meet 
the interest payments and the Environment World Bank 
foreclosed." 


"We couldn't afford to defend ourselves any more and the 
Environment Bank needed to guard its assets so they sent in 


the troops of United Nations of Asia to keep the peace. Any 
exporting that Apathralia manages to do, the payments are 
diverted by the IMF to pay for the peace keeping force. So 
basically the Apathralians went broke and lost control of their 
own sovereignty.” 


I said, "It was a slow process". He said, "But they never cared. 

When farmers were being booted off the farms they thought 
that was fair enough but didn't realise that they had been 
manipulated and that they all were being forced to borrow off 
the banks to pay their interest and tax. Before we had this hyper 
inflation which you see now we had a situation that ran like 
this: the government printed worthless paper money and paid 
its workers with it. The workers did not realise they were slaves 
and that the government got the paper for next to nothing. The 
government actually taxed 100% when it issued the paper the 
first time. Then it wanted income tax, and sales tax on that 
issued money many times over. There was not enough in 
circulation so people would go the banks to borrow and the 
banks would create the credit out of thin air, but not the interest. 
This left the people in a situation where they had $17 billion 
of government paper money in circulation and $400 billion in 
bank debt. The interest on the bank debt was not created by 
anyone, so there was a fixed amount of foreclosures every year, 
and every year the government would want $100 billion in 
taxes, and the only way for the people to get it was to go to 
the banks and borrow it. This cycle was never-ending. The 
people without realising it knew that the money was losing its 
value but no one said anything , Instead they all started 
borrowing from the banks and bought houses." 


Unreal Estate 
"Well what was wrong with that?" 


"Oh, they were all pleased at first. Everyone says since we 
bought this house three years ago it's tripled in value; but every 
time they changed houses they had to borrow more money and 
the interest was always variable. The prices went up and up and 
so did the interest. They were all so proud they said their value 
in the house had gone up. They never realised that the reality 
was the value of their money; the buying power had decreased 
by the same amount as the rise in value of their houses, The 
house, or shop, the value is constant, but what had to be given 
for them was always changeable, People just didn't understand 
what was happening. All the economic theory they had been 
taught didn't provide for the phenomenon. There is a feeling 
of utter dependence on anonymous powers. | took out an 
insurance policy in 1975 and paid into it diligently every month 
for twenty years. When it came due, I cashed it in and bought 
one loaf of bread. My life savings disappeared in weeks." 
"What happened to the booming real estate markets?" I said 
"Well the foreigners like yourself stopped buying, the 
government relinquished titles to give to aboriginal tribes 
complying with the United Nations demands. They 
relinquished titles to make into national parks which they then 
hocked for loans, then they were foreclosed on by the 
international banks. A lot of the people objected and said that 
they had the freehold deeds and would not accept the worthless 
government money fresh from the printers. The government 
tetaliated by shredding all title deeds. They changed the system 
overnight and then if you even wanted to check if you owned 
your own house or not you had to pay $200 to phone up the 
government and have your card debited $1000 to receive a slip 
of paper saying you owned the lease or not. Then people were 
reluctant to sell a house in case they couldn't buy one the same 
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day. If they didn't buy one the same day other houses the same 
value would go up in price and they would be stuck with the 
devalued money. People were being evicted because they 
couldn't afford the interest repayments. No one could afford 
petrol any more and unemployment hit every other family. 
Widows dependent on insurance are destitute, people who had 
saved a lifetime found that their savings wouldn't buy a cup 


of coffee." 
A War Of Economics 


He said, "The cities are still there, the houses are not yet 
bombed and ruined, but victims by the millions have lost their 
fortunes, their savings. They are dazed and inflation-shocked. 
They did not know how it had happened to them and who was 
the foe that had defeated them. They had lost their self 
assurance, their feeling that they themselves could be the 
masters of their own destiny if they only worked hard enough. 
And lost too were the old values of morals, of ethics of decency. 
When is a house not a home? When it is a way to flee the 
currency. When they couldn't sell their homes they resorted to 
buying useless trade goods so that they could trade for food, 
and crime became rife . The government didn’t want the 
expense of keeping the criminals in jail or the expense of trying 
them in the courts. Only political prisoners are bothered with, 
and that is briefly why we have the breakdown of our society." 

We dropped him off in a miserable looking suburban street. 
I thought for a moment of what he was going home to. Is there 
food on the table for his children? We would soon be safe in 
the Club; sushi bars, jacuzzis, swimming pools, tennis and a 
full symphony orchestra in the dining room. The poorest food 
in there would be a hamburger. 

As we were getting out of the taxi, and before entering the 
Club, where the air conditioning and tonnes of concrete would 
have sealed it out, | heard in the distance pops and explosions. 
They sounded like a firework display but it wasn't dark yet, and 
there was the sound of rhythmic automatic fire. The security 


guard was listening and I said ,"What is it?" He said, "Don't 
worry, it's only the rebels". 


Trust Me... I Know What I'm Doing. 


I raced back to my room and switched the television on to see 
if there was any mention of what was happening, but when the 
news came on it was all good news - nothing about any 
shooting. All the trouble was in other countries, they obviously 
suppress any problems they have within. A political broadcast 
came on. It was Minister Dimmer speaking from a football 
stadium. He was on in the interval, the audience could see close 
ups of him on a giant screen within the stadium. He had curly 
hair and big white teeth, They played some stirring music, then 
the crowd became hushed. 

"l love Apathralia", he said. 


The crowd was waiting for that and they cheered and cheered 

and began to chant. The Minister held up his hands again. Then 
he said very slowly. that he cares about the people, that they 
have worked hard and they have been robbed of their savings, 
their children have no future, their schools are falling down, 
their country was once great and is now in a near fatal sickness, 
it must be cleansed and restored to its greatness. 


Then he got angry and blamed the Opposition Party, how they 
were traitors. He mentioned how they rode round in their new 
shiny cars, and no one else could afford to keep a bicycle 
tunning. He said that they had got rich while everyone else had 
suffered. He said that the traitors should be brought to justice 
and the foreigners who are in league with them must be kicked 
out. 


This made us both feel very uncomfortable, even though we 
are here on authorised scholarships, The rally crowd was on 
its feet shaking its fists. Then the Minister got soothing and the 
crowd went quiet again. 

"You and | are one!" he said. At that point apparently he 
always says the same thing, and the crowd waits for it knowing 
the replies like a religious ceremony. "Your heart is my heart", 
he said. "Your justice is my justice", he said. Your anger is my 
strength". "Your will is my will". All they needed to do to fix 
everything was to vote for him next time. He was so comy T 
wouldn't vote for him and said so but Noritake pointed out that 
the Apathralians would also get the subliminal messages that 
would have been removed for the safety of the members of the 
Club, but the poor Apathralians would have no protection. He 
had heard that if some of the people could not afford a 
television the government would send some one round with a 
second hand one as a gift. They had to get the government 
message. The realisation of what is going on here makes me 
ashamed. I can now see how bits of it are creeping in to Japan. 
Now, after seeing this here, I know why it's happening there, 
This is a brilliant education. Tell everyone there that this sort 
of thing has got to be stopped or we are all finished. If 1 was 
an Apathralian I would join the resistance or the guerrillas, but 
I think that because ['m Japanese they would not trust me. T 
cannot wait to get home to get myself in a position to stop this 
insipid destruction of our country, I have seen it here; I don't 
think I need a whole year to study it. It's disgusting. 

My honoured teacher, I would appreciate it if you would call 
my parents and explain that I will be coming home very soon 
and that it will be for the good of Japan. I am very excited about 
my project. Tell my mother not to worry. 

Ss 





Your devoted student 
Yashimoto 
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LAM AUSTRALIA 
I WAS BORN ON THE 9TH OF JULY 1900, AND THE CONSTITUTION OF THE 
_ COMMONWEALTH OF AUSTRALIA IS MY BIRTH CERTIFICATE, THE BLOODLINES OF THE 
‘WORLD RUN IN MY VEINS, BECAUSE I OFFERED FREEDOM TO THE OPPRESSED. I AM 
MANY THINGS AND MANY PEOPLE. I AM AUSTRALIA. 
1AM MILLIONS OF LIVING SOULS, AND THE GHOST OF MILLIONS WHO HAVE LIVED AND 
\ DIED FOR ME. 1 AM EDWARD HARGRAVES, AND CHARLES COWPER. I STOOD AT THE 
| EUREKA STOCKADE AND FIRED THE FIRST SHOT WHICH WAS HEARD AROUND THE 
| “WORLD. 1 AM JOHN KING, BURKE AND WILLS. I AM DENNISON MILLER, BREAKER 
| | MORANT, PRIVATE JOHN SIMPSON, LANCE-CORPORAL ALBERT JACKA AND THE 
| ANZAC BOYS. I AM JOHN FLYNN, CHARLES KINGSFORD SMITH, HAROLD LASSETER, 
ib KING O'MALLEY AND JACK LANG. 
Ange I REMEMBER THE BURMA RAILROAD, THE KOKODA TRAIL AND TOBRUK. WHEN 
{167 | BREEDOM CALLED, I ANSWERED AND STAYED UNTIL IT WAS OVER, OVER THERE. I LEFT 
io MY HEROIC DEAD AT FLANDERS FIELD, ON THE ROCKS OF GALLIPOLI, THE DESERT OF 
lg PALESTINE, THE BEACHES OF WORLD WAR TWO, ON THE SLOPES OF KOREA AND IN THE 
x JUNGLES OF VIETNAM. 
\ 1 AM THE SYDNEY HARBOUR BRIDGE, THE WHEAT FIELDS OF THE WEST, AND THE 
| SNOWY MOUNTAINS OF THE SOUTH. I AM THE COALFIELDS OF QUEENSLAND, AND THE 
TIMBER IN TASMANIA, THE OVERLAND RAILWAY, AYERS ROCK, AND THE BARRIER 
‘REEF, 1 AM THE DOG THAT SAT ON THE TUCKER BOX, AND THE BLACK STUMP. 
) 1 SPRAWL FROM THE INDIAN OCEAN TO THE PACIFIC, THREE MILLION SQUARE MILES, 
/| IN PAST YEARS I THROBBED WITH INDUSTRY, AND HAD ONE MILLION FARMS. 1 AM 
FOREST, FIELD, MOUNTAIN AND DESERT. I AM QUIET TOWNS AND CITIES THAT NEVER 
SLEEP. 

YES, I AM THE NATION, AND THESE ARE THE THINGS THAT I AM. I WAS CONCEIVED 
IN FREEDOM AND, GOD WILLING, IN FREEDOM I WILL SPEND THE REST OF MY DAYS. 
MAY I POSSESS ALWAYS THE INTEGRITY, THE COURAGE AND THE STRENGTH TO KEEP 
MYSELF UNSHACKLED, TO REMAIN A CITADEL OF FREEDOM AND A BEACON OF HOPE 
TO THE WORLD. 
1AMAU JA! 

= : 
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M itary thinking, (which is never very clear at the best of 
times) is always in a state of change when it comes to the 
procurement of hardware. That is, what is the best tool to give 
the men at the sharp end? Price is always a factor of course 
and the military never let this factor be overridden by any other 
consideration. The British Army had a fine rifle with the Lee 
Enfield and used it for seventy years, but for the last sixty it 
was not technologically at the top of its class as a battle rifle. 
We must forgive the British Army to some degree as it did not 
like to change the 
calibre of its 
ammunition 
whilst engaged in 
a conflict, and 
they were very 
rarely not 
engaged in a 
conflict during 
those years, and 
still seem to keep 
awfully busy. 
One of the major 
reasons it did not 
change to a 
modern rifle was 


that it was 
cheaper to 
produce than 





most of the more 
modern designs. 
In fact, when it 
modified the 
Number | Mark 
3 Lee Enfield to 
the Number 4 in 
the early forties it 
managed to make 
them even 
cheaper. This 
logistical 
philosophy was 
based on the fact 
that the user was 
very often in his working environment (in the line of fire) for 
only a few hours at a time before either being withdrawn or 
replaced as a casualty, and his rifle either way would become 
a part of the battlefield debris. 

Discussion on this subject dates from the beginning of 
warfare; Roman generals to Roman soldiers would pontificate 
on how long the short Roman sword (gladius) should be for 
all circumstances or if the spear (pilum) should be used as a 
javelin or made heavier and used as a stabbing spear. 


00k on arms 
drill for musketeers. Pantaloons optional. 


In illustration from a 160: 





Bangers vs Twangers 
In 1590 the argument was between the longbow archers and 


the musketeers. One of the longbow advocates was Sir John 
Smyth and he wrote a book "Divers Weapons”. This was 
nothing to do with frogmen, "divers" was the original word for 
diverse. He was answered point by point four years later by 
another old warrior, Humphrey Barwyck, who preferred 
firearms. Smyth claimed that a trained bowman was accurate 
up to two hundred yards and that an arquebusier (musketeer) 
could only shoot accurately at point blank and fired wildly at 
more than a hundred yards. He pointed out that firearms were 
complicated and unreliable, and if they broke they needed a 
gunsmith to repair them. Wet weather spoiled the powder; 
windy weather blew out the match. The bow however was a 
simple weapon. 

Barwyck disagreed: bad weather affected the bow as much, 
rain made the bowstrings slack and the arrow feathers came off, 

Smyth wrote, "When musketeers of a raw sort shoot point 
blank at whole battalions, sometimes only a few are seen to 
fall". To which Barwyck retorted that archers failed to draw 
the arrow to the head, shooting wildly in order to fire as fast 
as possible. 

While a bowman could fire six aimed shots a minute, said 
Smyth, an arquebusier carrying out the proper drill could only 
fire only once in two or three minutes. 

The bowman relied on physical strength much more than the 
arquebusier, retorted Barwyck. "If he have not his three meals 
a day, as is his custom at home, nor lies warm at nights, he 
presently waxes benumbed and feeble, and cannot draw as to 
shoot long shots, and after three months campaigning in winter 
not one in ten could keep up his strength. An arquebusier, on 
the other hand, could shoot as strong as ever if he had strength 
enough to touch off his piece". 

Smyth lost the argument because in 1595, the year after 
Barwyck's broadside, the privy council decreed that archers 
were not in future to be enrolled in the train-bands, (British 
militia) who were to accept as "efficient soldiers", only 


The Springfield modified to breechloader, which improved its 
efficiency greatly but still left it well behind the repeaters, 





arquebusiers, cavalier-men and musketeers. The problem was 
it took ten years or so to train a good archer and when he was 
killed or wounded a replacement was very difficult to find, 
whereas teaching a poor peasant to shoot at fifty yards was 
done within a few weeks. This type of argument has never 
ceased in the armies of the world and probably never will. 
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“Holy catfish, 
look at all those 
dang Injuns!” 


Unfortunately they had Springfield single shots and the Indiansyhad Henry #epeaters 
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SOUTHERN FIREARMS 


FILIN Starlight Night 
Binoculars - Available 
again, Limited qty. 
2.5x42, takes 2xAA. 
batteries. Range up to 
300m in Starlight, also 
known by others as: SL: 
Rebel, 57E, Night 
Hawk ete. - at a much 
greater price... 








PANTHER/SARBOYAN 
Russian Night Vision 


0 Device - LIMITED OFFE! 
US MITA Gas Mask with While they last! Designed 


- —— ater bottle drinking tube, ; 
HUGER mm Pistol Conversion unit to ree bain ear ey for obearvation & 
minutes mf by ERMA in Germany. Fits | | a%,Good night & low light cond, 
all German Lugers, new in fitted wooden ‘eft i wiinfra-red light source 

box, NO-LIC REQD $675 Re (for use in foroete at 
= might, closed premises, caves, etc.) The clearest short range 

T have seen to date, Range 150m, 2xAA batt. SKI 

mag for size comparison. $625 


orientation in natural 





IPN58 Soviet Starlight rifle mounted sniper scope, w/ || =“ : =e 
mounting bracket, Tuminated reticule/Range finder, 800m+|| HECKLER & KOCH M91 .308 S/Auto rifle, 6x20rd Mags, case buffer, 
Fang, W/ bulletdrop compensa, speciy calibre of rile to bipod, combat sling, PSGI type buttstock w/ adjustable cheek rest, orig 


scope mount w/ 30mm Schmidt & Bender 1.5-6 scope with bullet drop 


able batteries + 1 0 ¢ 
compensator. Plastic surround ve Mera: broken, Otherwise G - 
VG _ $5,001 


be mounted on. Comes with 2 recl 
adaptor battery to take standard 9V battery & carry # 
Especially suited to Maegun, Hunter '89, Valmet, Rem 742! 
etc, Shown on replica AK47 for effect.Newjlimited qty. Not ; = 
civilian junk, currently in use. SPECIAL $1400 Beco 2 pial eres 
Sorry lists 
PLEASE ADD FREIGHT & PACKING please write, fax or call with 


$12 PER ORDER, RIFLES + $20 specific enquiries. 


MMC Colt 45 Auto type pistol adj rear sight assbly, uses orig. front sight. New $40 

Webley & Scott Revolver Mk 1 to 6 Cylinder latch springs it $25ea Recnanian Tibkarey: 
-30 Mi Carbine steel jungle clip - holds 2 x 30rd mags together end to end $8ea fy er Petre 
‘30 M1 Carbine bayonet boss US GI Ex $20 one side, fall workined 
.30 M1 Carbine US GI buttstock, top handguard, front band spring VG+ cond $50 order, will not fire 
Mag loading tool suit Colt 45 Auto, Destroyer, etc. New $5ca live ammo. Excellont 
FN Mod 1910 32 Auto pistol parts kit, everything except the frame. $135 cond. NO LICENCE 
PACHMAYR. Rubber ed ate housing 1911 Colt style. New $15 REQD _ $300 
Colt. AR165 Scope Mount with 1” Integral rings. New $35 

Krico Bolt action rifle mags 15rd orig, fits 60-80,000 serial nos. New $40 

pen globes suit Maglite torches, 2 or 3 cell only - Specify, limited qty, pair/$5 

Enfield Mk2 38 Revolver parts kit. Everything except the frame. $180 


HECKLER & 
USP mm Semi Auto 
pistol, polymer frame 
w/ Factory fitted 
tritium night sights, 2x 
mags. NEW. Pistol 
SMLE Nol Mk3 .303 10rd ae Licence Read P.O.A. 





45ACP Full moon clips: New 10 

9mm Full moon clips 5rd suit new S&W rev, 45ACP 1/3 moon clips New 12/$10 WANTED TO BUY 
Complete guns, parts, accessories, 
militaria - odd or unidentifiable 


P.O.BOX 44, PARKHOLME $ S.A. 5043 = [70% 0 wecpons, fghting knives, 








Ph: (08) 3740030 Mobile: (018) 827580 FAX: (08) 2774508 
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Then followed the introduction of the percussion lock, rifling 
and the breechloader. Of course the arguments became even 
more heated when the suggestion of introducing magazine fed 
repeating rifles was brought before the high command. "It's the 
logistics", they said. "How could we possibly transport and 
manufacture all this ammunition to the troops who could just 
shoot it off at a whim?” This argument continued for fifty years 
or more. In the American Civil War (1861 to 1865) officers 
were purchasing repeating firearms such as Colts, Henrys and 
Spencers. 


How Can A War Be Civil? 


Christopher Spencer produced his repeating rifle in 1860, and 
soon after the war broke out in 186] it was officially adopted 


Spencer's repeater - a 





by the northern Federal forces, but delays occurred and it was 
not issued, General Ripley, the Chief of the Federal Ordnance 
Department, was against breechloaders of any kind and did all 
he could to obstruct manufacture. In 1863 Spencer approached 
President Abraham Lincoln personally and that eminent man 
agreed to take one of these new arms the next day and try it 
out. Gun laws were not so restrictive in Washington as they 
are these days, and good old Abraham took the rifle into a park 
near the White House and fired it at a piece of plank leaned 
against a tree. 

A few years ago I saw a picture of the group. The plank is in 
an American museum somewhere; | cannot remember the 
range, but it was a fairly tight group. Lincoln was impressed, 
and a few weeks later a new Chief of Ordnance was appointed 
and the future of the Spencer rifle was assured. By the end of 


Ordnance, wrote to Edwin Stanton, Secretary of War: 


"The experience of war has shown that the breechloading arms 
are superior to muzzleloaders...." "It is important that the best 
arm which is now made shall be adopted........: and that no 
change is decided until it shall have been clearly 
demonstrated...." "I have the honor to request that a Board, to 
be composed of ordnance cavalry and infantry officers be 
constituted to meet at Springfield Armory,....to examine, test 
and recommend for adoption a suitable breechloader for 
musket and carbines, and a suitable repeater or magazine 
carbine, and that the arm recommended by the board may be 
exclusively adopted for the military service", 

On April the 6th 1865 the Board rendered an opinion that out 
of the 65 
breechloaders tested 
the Spencer magazine 
system combined 
more advantages than 
any other presented to 
the Board. The war 
was over at this time 
and things were 
slowing down, so the 
Ordnance 
Department was 
suffering from lack of 
funds. They found that they had hundreds of thousands of 
unused muzzleloading Springfields on hand. Erskine S. Allen, 
a Master Armorer at Springfield Armory, came up with a 
suggestion that the Springfield muzzleloaders could be 
modified into single shot breech loaders with little difficulty. 


Economists Win, Soldiers Lose 


The conversion was accomplished by milling open the breech 
section of the barrel and inserting a hinged bolt. This system 
was called the "Trap-door" Springfield. After all the good 
intentions this rifle was adopted and was in service for 25 years, 
Imagine if you were a serving soldier in the 7th Cavalry and 
you had to hand over your 7 shot repeater and receive a single 
shot in exchange. In 1872 the Army had another Commission 
but found that the Trap-door was the most suited, It was not 


The Russian PPSh41. Went fast but didn't go far. 





the war the United States government had purchased over 
100,000 rifles. In order to speed up the rate of fire the men 
carried pouches containing a dozen or so spare tubes of 
cartridges which allowed for very rapid reloading. There were 
many types of repeating rifles used in the Civil War, but the 
biggest impression was that the muzzle loader was obsolete. 
On December 5th 1864 Brigadier General A.B. Dyer. Chief of 


teplaced until the introduction of the Krag-Jorgensen in the 
1890s. 

Meanwhile, the United States was engaged in Indian wars, as 
well as wars with Mexico and Spain. The U.S. soldiers were 
hopelessly equipped and died because the Indians had superior 
fire power. Even if they had a bow and arrow they could fire 
quicker than a Trap-door, but most of the Indians at the Battle 
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of Little Big Horn were equipped with repeating Henrys or 
Spencers that were sold off as surplus by the Federal 
government. This is the way that history constantly repeats 
ifself. It is not the lives of soldiers, they will be told that they 
are equipped with the best. It's the bottom line; how much does 
it cost or is it politically expedient? 


Run Faster, Comrade! 


The Russian Army in World War Two equipped millions of 
new recruits with the PPSh41. A submachine gun with a fifty 
round drum magazine in the 7.62 x 25 pistol cartridge, the 
Russian government knew that its effective range was 50 yards 
at best, but they were very cheap to produce and they ensured 
that the men got very close before they engaged the enemy. If 
they were engaged at any range such as 300 yds by Germans 
using 8mm Mauser rifles the Russians had to shout, "Hey, 
come over here and say that", and suffer the casualties. With 
luck the Germans would run out of ammunition before they 
killed them all. 

This roundabout thinking of desk top officers will always keep 
happening, and to bring this discussion into relevance let's look 
at the introduction of the M40 in 7.62x51 Nato (308 Win); a 
Remington Model 700 which replaced the M21 (the sniper 
version of the M14, whose own special problems we will look 


it on the most powerful setting anyway (8 to 10 power is 
probably sufficient). Most scopes that are not adjusted 
regularly seize up anyway. Another problem was the range 
finding. It was just another device to be carried and not used; 
all were trained to use it but in field conditions it was the 
farthest thing from their mind. The rangefinder post was made 
of plastic and if hot sunlight shone through the scope for any 
length of time the post would melt and bend. 


The scopes were not sealed correctly and in humid conditions 
"fogged up", making them unusable. If there were not these 
fancy features such as adjustable power and rangefinder the 
scope would have less openings and it could be sealed better. 
Reticle adjusters were fitted with screw caps. These were 
quickly lost. The turrets should have been marked on the sides 
so that they can be seen from the shooting position and the rifle 
does not have to be moved to make adjustments. The Redfield 
had adjustment markings on the top of the adjusters. A small 
detail like this decides if the reticles get adjusted or if they are 
moved and the rifle is moved it could be fatal for the sniper. 
Up and right should be seen from the back also. The reticle 
should have been etched on glass, not just a thin piece of wire. 
Again these were affected by sunlight shining through the 
scope and damaging the cross hairs. Lens covers were useless 
as all, even the flip up type, were discarded by soldiers, The 





Remington M40 Sniper Rifle with Redfield scope 


at in a later edition). The M40 was adopted in April 1966 and 
was intended for use in the Vietnam War. It closely resembled 
the commercial model BDL Varmint Special except that the 
outside metal parts were Parkerized and the stock had an oil 
finish. It was equipped with the Redfield 3-9x40 variable scope 
with Redfield Junior mounts and fitted with the rangefinder 
reticle, 

‘The sporting shooter owning the non-military counterpart of 
this rifle could expect to use it for years without problems, but 
battle conditions are radically different. A military rifle will get 
more abuse in a few days in the battle area than sporting rifles 
receive in years of use on the farm or at the range. Stress, 
fatigue and hard living are the cause. Troops are transported 
in trucks or anything that's available; they live in a hole in the 
ground that may fill up with water, it could be freezing or it 
could be 110 in the shade. The enemy does not directly abuse 
rifles, it is the operator's reaction to the enemy that causes the 
misuse. Sniper rifles have to be simple. have a minimum of 
parts, a minimum of adjustments, no gadgets and needless sales 
appeal refinements; the least number of screws that can turn 
the better. 


Scope for Improvement 


With this rifle and scope combination the scopes caused the 
most failures, with 65% of all out of commission units due to 
the scope. Scopes should not be variable, it only creates more 
moving parts to go wrong, and there are more useless parts that 
have to be carried on the shoulder. The sniper will only leave 


lenses should have been hardened to stop the soldiers 
scratching them with their fingers to clean the mud off. Its was 
useless coating them with fluoride when it just gets scratched 
off. 


InsurMountAble Problems 


The mounts were the next in line of problems. The screws for 
the bases were too small and inaccessible; just to check if they 
were tight you have to take the scope out of the rings and 
chance loosing the ring screws as well, Every time this is done 
it has to be re-sighted. The front ring is attached to the base 
by engaging itself in a turning dovetail, so every time this ring 
is replaced it gets worn and is a sloppier fit. The back rings 
are held on by the screw heads, supposedly to give windage 
adjustment, but the heads chip or the screws run out of thread 
or are missing altogether. About this scope mount design a 
soldier friend of mine once said "all steel but in the wrong 
places". The user never knows if this type of mount is secure. 
Even the alloy Weaver type or Ruger rings would have been 
far superior. 

The rifle's wooden stocks were not seasoned enough and not 
waterproof. Forends warped, puiting pressure on the barrel and 
causing massive accuracy problems. The stocks were soft and 
the king screw tightened so much that the screw projected 
through the receiver and obstructed the bolt. The extractor, 
which is just a circular spring in the bolt face, malfunctioned 
and left fired cases in the chamber, and was difficult for the 
soldier to replace under field conditions. The triggers were 
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adjustable but not easily cleaned and difficult to adjust by 

untrained personal. Screws would be lost and the sear u MZINKULY Mite ae 
engagement would be non-existant, then the rifle then would y 
not cock at all. IF ¥ (Zp A 
The catches on the floorplate often let go, emptying the 

magazine at the soldier's feet. The rifles should have been made QUICK FOR THE POT y 

totally non-adjustable in every area except the scope reticle RY 

adjusters for sighting in. Anything that could be loose or lost FEF BILTONG N LIGHTWEIGHT 
should have been removed; it should have been a military rifle. [Ay 


not a sporting rifle. 


Horses For Courses l FS NOT NEED REFRIGERATION, 

The Vietnamese, on the other hand, used a military rifle to RAN) MONA BRAND BEEF FLAKES, / hi 
great effect, The one they used did not have one of those above. é 
mentioned problems and cost a lot less to produce. 4 = [ 
The rifle in question was the Model 1 891 Mosin Nagant sniper JERKY Naas STICKS AND BLTONG, 


rifle of World War Two vintage, but it was reliable and accurate 
and made for abuse and took kills out past 500 yards. If the y, 

scope was damaged it even had a back up set of open sights. 

It was low tech but simple to operate. | suppose the moral of 
this story is if you want to be in the sniping business and of # . 

course spend a bit of time in it, you must never take on faith 9} ~ SEAMS ONY YOUR NeXt SAMPING. 
what you are told by the military establishment that you are [FS OR HUNTING TRIP 
working for; they will tell you anything. Pay attention to all 
details and think before you act. If the supplied equipment is F 
not up to the job get your own or look for a discharge on the 
grounds of insanity, because all armies are full of it. x 





BEST OF 
LETTERS TO THE EDITOR 
VOLUME 1 


Over 100 pages of our most controversial 
contributions, including letters, poems, 
cartoons and recipes. 


$11.95 


a 
3.3 2) TO SECURE YOUR COPY SEND $11.95 
PLUS $1.00 P&H To: LS&B, 


P.O.Box 346, GYMPIE, QLD 4570. 
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INTERVIE 


Brigadier F.P. Serong (Retd), DSO OBE is highly 
respected among current and past military 
personnel; he was responsible for reopening and 
developing Canungra Jungle Training Centre in 
the mid-1950s and was the Commander of 
Australian Forces in Vietnam from 1962 to 1965. 
In Edition 15 we were privileged to reprint an 
address given by Brigadier Serong, which 
generated a lot of interest from our readership, 
and we are delighted that he has agreed to expand 
his views by consenting to this interview. 

(Please note that in Editions 15 and 16 I mis-spelt 
"Serong", for which I would like to apologise; I'll have to 
go back to taking the pills - The Typesetter). 

LS&B: Do you feel that the socialist fifth column that 
organised the anti-moratorium marches and sent money to 
Vietnam are now ensconced in the House of Representatives 
and the Public Service, and that they are working for 
internationalists instead of the future of Australians? 

TS: They are, to some degree, in the Public Service since the 
ALP latched on to the device of directly implementing senior 
bureaucrats from academia. (The regular Public Service 
brought this upon itself by Sir Humphrey behaviour.) Nothing 
special has happened in the House. They were always there - 
now they are just a little more obvious. None (House or PS) 
are consciously working for internationalists. They are working 
for themselves; their own survival. Since the collapse of 
Russia, the foundation of their philosophy has gone. Now they 
are desperately trying to justify their continued existence (and 
public financial support) by aggressive propagation of their 
current doctrine - "Communism has not failed. {t has never 
been tried!" For this purpose they are gathered in small but 
noisily effective groups - incestuous, closed-shop academic 
institutions of which an interesting example is Armidale's 
University of New England. 

LS&B: The Australian Defence Department is inviting 
Indonesians to train with our SAS. Our Navy and Air Force 
have been having joint exercises for over a year. Do you think 
that our politicians are honouring the Constitution where it 
states that the Federal Parliament is responsible for the 
defence of all Australian territory? 

TS: | do not think this action is unconstitutional; but it is stupid 
+ or self-serving - for short-term political advantage from the 
electorate that has not got the savvy to see what they're up to. 

We have tactics and techniques which we learned and 

developed at great cost in men's lives. These methods are the 
best in the business. They serve us well. It is not smart to teach 
them to our neighbours, friendly or otherwise. 
LS&B: With the AIDS time bomb five years gone and wo to 
run, you would appreciate how close soldiers have to live 
together in field conditions. Do you support our politicians in 
their directives to the Defence Department condoning 
homosexuals in the armed forces? 
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TS: I'm not too worried about this. I see it as a typical piece 
of politician vote-grubbing from the homo-lesbian lobby. It is 
a mistake, but not a serious one. Canberra apparently does not 
know that the troops have their own ways of handling this 
matter, to which their officers are not privy (with very rare 
exceptions). The people at greater risk are the homos 
themselves. Let it be noted, however, that so long as the homo 
keeps his proclivities to himself, and is otherwise satisfactory, 
he is at no personal risk. My advice to the administration is to 
forget the legislation and leave it to the lads. And to the homo- 
lesbians, to seek employment elsewhere. 

LS&B: If our politicians have their way they will keep 
mollifying the public until they are bored with the Republican 
debate and accept anything. What do you think? 

TS: I don't think the Republic thing is fooling the electorate, 
even the ethnics, It has dragged on for so long now that people 
are seeing it for the red herring it is. I am opposed to it, but 
my reason is possibly unique. To me, the value of the 
Monarchy is that, by occupying the top level, it keeps out some 
horrendously obvious candidates. Think of a Republic with 
President Hawke, Keating or Fraser! The Monarchy has a 
thankless job, and while we have a family prepared to accept 
it, let us rejoice, and encourage them to hang in there. Some 
day, one or other of them will toss it in. Then our problems 
really start. 

LS&B: What do you think about the federal politicians mis- 
enforcing the External Powers Section under Part 53 of the 
Constitution and using the United Nations treaties signed by 
themselves to force their agenda on homosexual legislation in 
Tasmania? 

TS: This is a far more serious thing than the Republican 
nonsense. It is essential that we rescind those international 
agreements, and constitutionally forbid the process by which 
we have come to sign them. The acceptance of the agreements 
is being used, not for their apparent purpose, but to advance 
federal centralisation and to smash States’ constitutional rights. 
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Canberra Attorney-General Layarch let the cat out of the bag 
(ABC Radio early May '94) when, under pressure, he said in 
effect that these things are only advisory, and we need accept 
only as much of them as we wish. Let that statement become 
general knowledge. Let us get rid of this erosion of our national 
sovereignty. There are other and better ways of handling 
international obligations. 

LS&B: Jn your opinion should Australia have another flag? 
TS: No. 

LS&B: Who do you think the people are that President George 
Bush, Bob Hawke, Senator Raye, President Gorbachey, Adolph 
Hitler, Joseph Goebbels, Franklin Roosevelt, H.G. Wells, 
Oswald Moseley, Rudyard Kipling, Cecil Rhodes, George 
Bernard Shaw and US President Woodrow Wilson were 
referring to as the New World Order? 

TS: Don't let it fool you. The New World Order occasionally 
spoken of by those national leaders is a bureaucrat dream of 
sweetness and light, somewhat leftist oriented, and centrally 
directed. [t should not be confused with the management of the 
real "New World Order". That exists. It has no resident 
representation in Australia. It has no name. Who are they? I 
know them. No further comment. 

LS&B: Do you think that all the wars in the world are caused 
by just human madness or are they planned and manipulated 
by people with special gains? 

TS: Mostly human madness. Or greed, which if taken far 
enough comes to the same thing. From time to time, suitable 


initiatives by the maniacs above-mentioned are given a 
directional nudge by the management to whom I referred to 
above. There are guiding principles in this business: 

(i) Communism failed (as an expression of Karl Marx's 
philosophy), because Marx believed the human race is 
essentially good: whereas the fact is that its leadership - the part 
that matters - is essentially evil. Capitalism is failing because 
the followers in the human race are sheep - but they vote, and 
can be manipulated. 

(ii) These things take time. The visible political pressure 
elements want results in their own lifetimes, so they can get 
the benefit. The real NWO lot think in generations; indeed 
centuries. Reward? They may have it already. They are 
consolidating. They believe in what they are doing, However; 

(iii) The game is bigger than they are. They are not up to it, 
We suffer for their mistakes. 1 know them. They are smart, 
particularly in finance, but not smart enough. 

LS&B: What do you think about the gradual restrictions that 
are being imposed on sporting shooters, gun collectors and 
target shooters? 

TS: The gradual imposition of these restrictions is a political 
device to ensure that when a group gains total power, the people 
do not have the means to contest that situation - a common 
device in every country that, since WW2, has been 
"communised". The beat-up about danger in the streets is 
camouflage, with the media (happily profiting thereby) being 
played for suckers. cs 
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Part 1 of Face the Threat in LS&B whee 16 
examined the possible takeover of the north of 
Australia by Indonesia with a logical step-by-step 
progressive strategy. In this, the concluding part 
‘of his study, Michael Darby looks at possible 
responses to this situation. 


Deterrence 


The factors which can contribute to deterring a potential 
invader include: decentralisation,; diplomacy; defence; 
defederation. 


‘aptain and part of the crew 
the first Indonesian naval ship to v 





Decentralisation 

For deterrence in the longer term - for three decades or more 
- nothing else is any use unless we succeed in populating the 
outback. If we leave the north west empty of Australians, then 
any other deterrent measures will at best only delay the 
inevitable. Methods of decentralisation include: 
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f the destroyer escort Kri Ki Hajar Dewantara, 


sit Fremantle in 24 years. Their mission? 
To seek out goodwill and train with the Royal Australian Navy. 





BY MICHAEL 


1. Massive tax concessions to individuals who live in the 
outback, preferably to the extent of abolishing taxation on 
incomes derived from mining and agriculture. 

2. Transfer of government departments to the outback. With 
modern communications there is no operational reason why 
government departments should be located in Canberra, 
Sydney or Brisbane. Longreach would be an ideal site for the 
Defence Department. Perhaps Camooweal is the right home for 
the Department of Census and Statistics, and the Queensland 
Department of Minerals and Energy would be much better 
located in Cloncurry than in Brisbane. 

3. Preference to prospective immigrants (not including 
Moslems or Hindus) who intend to live in the 
outback and invest in the outback. We should 
target particular population groups who have had, 
or who are likely to have, a difficult time in their 
homelands, and who can be depended upon to 
contribute with cash or kind to the defence of an 
adopted homeland. 

Occupational groups who should be proseltysed 
include earth scientists, farmers, miners and 
engineers. National groups who should be actively 
recruited include Armenians, Belarussians, 
Georgians, Hong Kong Chinese, South Africans, 
Ukrainians and Vietnamese. Entrepreneurs of 
most kinds should be welcomed, 

4, Water redirection. To guard against the risk 
that population growth in the outback could outrun 
water supplies, we should urgently review the 
revised Bradfield scheme. 


Diplomacy 

Australia should now attempt to obtain a 
restatement of the ANZUS Treaty, so that it clearly 
spelled out that an attack on Australia by Indonesia 
would be viewed by the United States as an attack 
on US territory. Australia needs to reinforce 
intelligence sharing agreements with the USA to 
ensure that all American intelligence on Indonesia 
is immediately available to Australia, and in the 
event of hostilities the USA will supply real-time 
satellite and signals intelligence on Indonesian 
military activities, even if the USA remains 
officially neutral. 

Further, Australia should attempt to obtain 
guarantees from the USA, from the European 
Union, from Japan, from Taiwan ROC and from 
the PRC that an imminent threat of invasion of 
Australia would bring an immediate trade and air 
boycott of the aggressor. Our likely lack of success 
in such diplomacy will at least define the threat. 


Defence 


Indonesia will refrain from invading Australia so long as it 
is obvious that the cost of such invasion will be unacceptably 
high. 
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Ideally, Australia needs two | 
Polaris submarines, with at 
least one always on patrol 
within missile range of F 
Indonesia's principal military 
bases and cities. We have to 
accept that this simple 
deterrent measure is beyond 
the hopes of a nation whose 
Government has ordered 
pathetic diese! submarines, 
and whose Opposition has no 
policy to swap these outdated 
suicide toys for something 
useful. 

Allowing for the craven 
nature of our politicians, the 
most practical method of 
ensuring that the cost of f 
invading Australia will be 
unacceptably high for 
Indonesia or any other 
aggressor, is to ensure that 
Australia's rural population is 
well armed and adequately 
trained. Control must be 
decentralised to the extent 
that local units are safe from 
betrayal by a surrendering 
Federal Government. 


An inexpensive step in the 
tight direction would be to 
supply professional kangaroo 
shooters and pig shooters with starlight scopes so they will 
become as formidable shots in the darkness as they presently 
are with the aid of spotlights, Similarly, everyone in the North 
who owns a fixed wing aircraft or helicopter should be offered 
appropriate armament, for example rocket pods or a gatling 
gun, and given proper training in the use thereof. 


The RAAF's modest surveillance capabilities must be 
supplemented urgently by motivating as many as possible of 
our general aviation pilots and owners, by whatever financial 
incentives are necessary. The majority of light aircraft are 
already fitted with very accurate Global Positioning Systems 
(GPS), A still camera linked with GPS can provide valuable 
photo-intelligence, and with infra-red film will be very 
effective in darkness. Aboard a light aircraft a video camera 
linked with GPS constitutes a wonderful source of real-time 
intelligence which can be used immediately to direct bomber 
or artillery attacks, 


Another constructive proposal is a ban on the export of all 
military equipment. Obsolete hardware including weapons, 
vehicles, communication and aircraft should never be sold 
abroad, but should be distributed to volunteer units in the 
outback. Provide the equipment, and the incentive will then 
exist for volunteers to maintain the equipment while improving 
their skills, Incentives are required to encourage the 
construction of concealed caches for fuel, weapons and all 
military equipment. It is of course vitally important that there 
be no registry from which an invader could discover the names 
and locations of everyone who should be rounded up for 
execution. 








Further, it makes good sense to 
| pay an annual "fitness bonus" to 
men and women who undertake 
to serve when required and who 
5 in the meantime maintain a high 
level of physical fitness 
including skill at arms. Such 
persons can be rapidly brought 
into military units and guerrilla 
units in time of danger. It is 
* generally accepted that civilians 
without experience of weapons 
and at a reasonable level of 
fitness can absorb adequate 
recruit training in ten weeks. 
Civilians at a high level of 
fitness with competent weapon 
, skills can absorb recruit training 
., in half that time. 


Defederation 


The Commonwealth of 
ry Australia is not capable of 
si defending any one of the’ 
Australian States against 
external aggression, The danger 
for each of the States is that all 
& will be handed over by a 
surrendering Federal 
Government, Without a Federal 
Government, but with 
independent constitutional 
entities voluntarily engaged in a 
defence cooperation agreement, no one State will be worse off. 
Free from the burdens of excessive Commonwealth taxation 
and regulation, Queensland, the Northern Territory and 
Western Australia would have the opportunity of attracting 
massive investment and population growth, and so be able to 
afford to do something about their own defence, 

As reported on 4th April 1994, Sir Joh Bjelke-Petersen has 
recently advocated independence for Tasmania. A very 
compelling reason for Tasmania to become independent as 
soon as possible is that even after an Indonesian conquest of 
the whole mainland, a future Island Monarchy of Tasmania will 
have a good prospect of retaining its independence. 
Indonesians don't particularly like the cold; there are virtually 


Ma whe not here, 
but this photo wasn't taken on the other side of the world. 


comes and goes, or Wi 
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no Moslems in Tasmania to form a fifth column; and by the 
time the rest of Australia has fallen, Tasmanians will have built 
the resolve to defend themselves. 


PREPARING FOR OCCUPATION 


To be occupied by an invader is a dreadful thing for a nation, 
and in the case of Australia will impose unprecedented stresses 
upon individuals, families and institutions. Successful disaster 
management depends upon drills. As individuals, as families 
and as communities we need to establish and where possible 
practise standard operating procedures (drills) designed to 
achieve the following: 


Aims of Standard Operating Procedures 

1. Minimise Australian civilian casualties, whether by 
Indonesian military action, by reprisals, or by other causes 
including disease and malnutrition. 

2. Keep the invader off balance, uncomfortable and fearful. 

3. Maintain hope that in due course the invader will leave or 
will be driven out. 


Post-Invasion Drills 

Here are some post-invasion drills which all outback residents 
should firmly imprint in their minds. Where appropriate, 
implement these drills before the invasion takes place. 

1. Never defend a town, All towns should be demilitarised 
and undefended. Otherwise they will be destroyed. Similarly, 
never defend a mine, nor a factory nor an office nor a stockyard 
nor a dam nor a railway station, Never defend anything we 
might like to use one day. 

2. Move all possible non-combatants to towns, which must 
never be used as resistance bases. Towns provide a measure 
of safety in numbers, and the possibility of international media 
observers, Yes, families will be split, for months or even years, 
but this is the price which has to be paid, 

3. Towndwellers should pretend enthusiasm for the 
occupation and the occupiers. The aim is to persuade the 
invaders to concentrate as much effort as possible upon feeding 
its "loyal" Australian subjects. 

4, Never punish collaborators. Everyone should appear to be 
a collaborator. Towndwellers should, indeed must, fraternise 
with the enemy. 

5, Destroy all governmental records. Information in the hands 
of our own government is dangerous; in the hands of an 
occupier information can be fatal. Certain records, such as 
Church registers, should be hidden rather than destroyed. 
Organisations such as unions, who are likely to use their 
structure and networks in the cause of liberation, should scatter 
their records among several trustworthy individuals who 
should keep these records well hidden. When in doubt, burn 
all hard copy and retain a well-hidden computer disc. Do not 
keep personal data on hard disc. Use floppies and know where 
to hide them. 

6. Cease paying any kind of governmental tax, charge or levy. 
Whatever you can salvage in the way of money, keep it for your 
family. 

7. Build a barter system in your own community and between 
communities to make less painful the inevitable collapse of the 
currency. 


Rules of engagement 


The aim of guerrilla fighters is to kill the enemy. We must 
kill the enemy in a manner which denies him knowledge of how 





he is being killed. To induce the invaders to leave Australia we 
must do more than kill thousands of them. We must have 
soldiers’ mothers demonstrating tearfully and violently because 
their government simply does not know what happened to their 
sons. We must cause military and civilian officials to dig their 
own political graves by lying about their casualties, especially 
those "Missing in Action". We must paralyse their military 
structure with masses of investigations into the disappearance 
of soldiers, and, where applicable, civilians. We must attack 
the morale of their whole nation, even more successfully than 
the Afghan freedom fighters attacked the morale of the Soviet 
aggressors. The Afghans thought it was clever to leave the 
bodies of tortured and mutilated Russians lying around, a 


policy which usually (and understandably) led to vicious 
teprisals. We must be a great deal smarter. Invaders must 
simply disappear and stay disappeared, or appear to have done 
themselves in. 


Learn these rules 

Killing must be subject to very strictly disciplined rules of 
engagement, which are: 

Always avoid contact with the enemy on ground of his own 
choosing and at the time of his choosing. 

Never defend territory. Bases are places to hide in and rest 
in, not to fight from. Every prepared position must have a bolt 
hole. 

Never attack an individual unless you can be absolutely 
certain of killing him without witnesses. 

Never kill an individual unless you can dispose of the body 
where it will not be found. Old, remote mineshafts are suitable 
for this purpose. The exception is where a killing can 
legitimately appear to be an accident, Stockpiling poisonous 
snakes and spiders is a very constructive step in this direction, 


LOCK STOCK & BARREL AUG - SEPT 1994 31 








“WILL | 
Road accidents can be engineered. Sometimes a suicide can be 
contrived. Fatal fights between individual enemy soldiers are 
very helpful to the cause. If an enemy soldier is killed "by 
accident", always leave his weapon with him. 

It is vitally important that enemy commanders are always 
uncertain whether their troops are being killed or are 
disappearing of their own accord, For this reason it is a good 
idea sometimes to leave around undamaged weapons and items 
of apparel to encourage commanders to believe that their troop 
strength is eroding through desertion rather than through death. 

It is always better to miss out on a kill rather than risk 
confirming to the enemy that kills are being made. 

Never attack a group or unit unless you are absolutely certain 
of killing everyone in that group or unit. If there is a danger 
that someone may escape, then don't attack. As a rule of thumb, 
in an ambush situation don't be satisfied with the traditional 
winning odds of three to one. Only the annihilation of a group 
counts as successful, therefore insist on favourable odds of five 
to one and favourable ground before launching any attack. 

When planning an ambush, choose ground that allows only 
one possible escape route and mount a back-up ambush on that 
escape route. 

In every attack, hit the means of communication first. Kill 
the radio man and headquarters does not learn about everyone 
else being killed. 

Clean up after every successful attack. Don't leave blood and 
debris and spent shell cases around. Deny information to the 
enemy, 

Never trust a "defector". An enemy soldier who offers to 
change sides rather than be killed, should be killed. 

There are two views on the question of prisoners. Instinctively 
Australians do not fire on enemy soldiers who have thrown 
down their weapons. On one view we should capture prisoners 
and hold them for hostage exchanges whenever our own people 
are captured. The other view is that without a secure rear area 
and without ample food and water, prisoners are likely to be 
a permanent and serious threat to security. If the tactical 
situation dictates that prisoners cannot be retained, obtain from 






DMmceR 


PUT ONE ACROSS HIS BOWS. SIR?” 


any 
whatever 
information is 
available without 
torture, then execute 
the prisoner as 


prisoner 


painlessly as 
possible and dispose 
of the body. 


Carefully preserve 
in dispersed and 
secure locations all 
captured weaponry 
other than those 
items which are 
deliberately left to 
mislead, Do not 
under any 
circumstances 
create caches which 
may be discovered, 

At all costs deny 
information to the 
enemy. That means 
denying information to our friends also, Never impart to an 
ally, even a trusted friend or spouse, any information which he 
or she does not need to know. The only person who should 
know about the killing of an individual invader is the person 
or persons who did the job and organised the disappearance. 
If an ambush or multiple killing is organised, every one of the 
participants must tell nobody. No boasting. No gloating. Not 
even in code. Never diarise a killing. Never keep records of 
killings, whether in database form or as notches on a butt, We 
are not in the business of killing in order that we can keep the 


score, Toting up the dead is their problem, not ours. Ss 


LETTER TO THE EDITOR 


Dear Jimi, 

In reply to the article on page 25 of the June-July issue of] 
LS&B (Do Bank Employees Work For Gangsters?). For years, 
we have heard from all sorts of different sources about the 
banks and their usury, but very few of those wringing their’ 
hands over the legalised robbery by the banks have the 
gumption to get out of the system and join a proper financial 
system ( maybe because a good living can be made from 
‘writing books and selling videos that tell what is wrong, with 
no yiable alternative given). 

Here is my challenge to all the hand-wringers: join the proper 
financlial system set up in Fremantle by Peace Shield House 
called THE PLEDGE DOLLAR EXCHANGE. For the best 
possible proof that a non-usury system is better than a usury- 
based system; join a non-usury system and prove to the world 
that the idea is better by your works not your words ("by their 
works you will know them, not their words"), 


Ring or FAX Allan Cooke at Peace Shield House, 38 Adelaide 
Street, Fremantle WA 6160. Phone (09) 430 8080; FAX (09) 











Orm Girvan, WA 
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A Right 
To 


W. would not have any other rights if 


the right to life was not established first; 
they would be meaningless, No one 
person gives us a right to life. It is a 
concept of the human race, but as we all 
know a person can take that right away, 
and the life with it, if it is allowed. We 
more than likely only get that right 
because for any human being to say there 
is no right to life, if he or she, is 
promoting such a theory then this theory 
minimises and threatens the rights of that 
person to their own life. So we all try to 
uphold that right and enforce it, The life 
in a human body is only apparent if it has. 
a mind that thinks and absorbs 
information, so an attack on the mind is 
just as detrimental as an attack on the 
body. That is why any restriction on your 
reading a magazine like this or another of 
your choosing is so objectionable. If you 
think your Premier or Prime Minister is 
a traitor to the nation you should be 
perfectly free to say so, without having a 
4 am visit from some government 
department... 


You all should be able to buy a 
photocopier to start printing and 
distributing your ideas about what you 
think of the government. Three of those 
tights which are inyolyed in the right of 
life are the right to tree speech, the right 
to access any one else's information (you 
cannot be free and have censors burning books), and of course 
the right to believe in what you want to believe and not what the 
state wants you to believe. A fourth right is the right to work to 
feed yourself and your family as without that right you would 
die and Jose the main one, the right to life itself. Hopefully you 
can see how these fundamental rights are intertwined and utterly 
dependent on one another. If we call the right to life itself the 
fifth right, the sixth right is the right to fight for life. 

If we have a right to have a mind then that mind's rights to 
think are to be protected. The mind shares the body so it is clear 
that any threat to either is detrimental to the human life within 
it. All human rights that can be enjoyed are destroyed by death, 
So it's right to fight to preserve that life within the body; it is the 
main basic right of every member of the human race. When this 
body is under threat you can defend it and protect it with any 
means at your disposal; your fists , your teeth, your fingernails, 
your screams, or a tool like a club, a knife or a gun. 

If this is not allowed then all the other rights are meaningless. 


When the right to fight for life is lost our society is in a state 
of collapse. In 1964, on March the 12th, thirty eight people heard 
a young women screaming for help “repeatedly”. None of then 
did anything. This was in New York. No one had a legal pistol 
as they are not trusted by their government, so why should they 
put themselves out? They had the Sullivan Act to protect them. 
Meanwhile Kitty Genovese was savagely murdered. 

In the days following this murder many young ladies who had 
to walk home from work after dark, not wanting to be similar 
victims, began to carry weapons of various descriptions, legally 
or otherwise. Long hat pins, flick knives and small pistols, all 
illegal under New York's Sullivan Act. Some weeks afterwards 
another young lady was attacked. As she was thrown to the 








ground, she reached into her bag and 
pulled out a knife which she had put there, 
just in case. The attacker, having thrown 
her to the ground, leaped on top of her to 
attempt his rape but he landed on the knife 
which she had managed to open and 
received a nice cut for his trouble. Finding 
out that he was wounded and bleeding he 
Jost interest in his attack and fled from the 
scene. The young lady reported the attack 
to the police. She was promptly arrested 
and charged with illegally possessing a 
weapon by the New York police, This lady 
was tumed in to a criminal for trying to 
defend her mind and body. Do we blame 
a mouse for defending itself against a 
snake? All live things defend their 
existence until death, even microbes. 


In.1976 Angela Winslow was returning to 
her Chicago apartment. Moments before, 
a thug had thrown Miss Winslow's friend 
out of the 15th story window of the 
apartment (of course she had been beaten 
and sexually assaulted first). According to 
the police Miss Winslow's friend had let 
herself in when she found that she was not 
home and the thug who had broken in was 
waiting inside for her. When Miss 
Winslow came in she apprehended the 
thug and fired a shot at him when he ran 
away, but unfortunately missed. She was 
arrested by the Chicago police for 
discharging a firearm within the city limits 
and having an unlicensed firearm. She was 
placed on a $1000 bond and was tried in court. The rapist/ 
murderer escaped and is most probably still offending in the same 
area. This is the America which is supposed to have the slack 
gun laws that cause gun related crimes, 

The law books are full of similar instances of the police 
persecuting and then prosecuting citizens for fighting to save 
their own life. This is a perversion of the law, this is another 
instance of the jailer giving the keys of the madhouse to the 
inmates and locking themselves in. The law is assisting criminals 
to take life. 


The social scientists who wish to disarm us also want us to live 
in fear. This is not liberty or freedom; living in fear of losing one's 
life and property is slavery to the perversion of justice. Human 
beings do not exist for the purpose of sacrificing their own life 
to defend a misguided theory of pacifism. In some rare 
circumstances a person might sacrifice his life to save others, but 
that is his choice and this does not diminish the right of all other 
people to not sacrifice their lives. The conclusion is that all 
people have the right to preserve their life. Without this right, 
the whole right to life is meaningless. Some might say what is 
the difference between attacking violence and defending 
violence? But all who consciously make an attack a upon the life 
of another this is not self defence it is attempted murder and the 
victim has the right to defend his life from that aggression. 

The defence of life is a recognisable primary right of the human 
species. To implement that right of self defence he or she must 
have the tools or weapons at their disposal. To deny humans this 
tight is to deny the individual of the right to life. Is there any 
worse crime against the laws of human rights then that? This 
article will be continued in a future edition of LS&B. 
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JACKETED RIFLE Lead Projectiles cont. 
TAX EX RETAIL 357 148gr BBWC Lubed $35.40/750 
322 102gr RNSP $21.00 $2430 357 _148gr BBWC Red Lubed $32,80/750 
356 100gr RNHP $15.65 $18.10 357 149gr DBBWC $39.65/750 
356 115gr RNHP $16.10 $18.60 357 149gr DBBWC lubed $35.55/750 
356 115gr RNSP $16.10 $18.60 357 125gr HBWC $30,60/750 
356 125gr RNSP $16.45 $19.00 357 140gr HBWC $33.10/750 
356 140gr RNSP $16.85 $19.50 357 148gr HBWC $34.40/750 
356 150gr RNSP $17.55 $20.30 357 125gr HBWC Drilube $33.60/750 
357 -110gr SHP $14.80 $17.10 357 148gr HBWC Drilube $37.25/750 
357: 125gr SHP $15.05 $17.40 357 146gr RN Red Lubed $32.60/750 
357 158gr HP U $14.35 $16.40 357 160gr RN Red Lubed $25.85/750 
357 158gr HP HJ $15.65 $18.10 357 105gr SWC $41.00/1000 
357 170gr SSP $22.50 $26.00 357 130gr SWC $36,50/750 
357 180gr SSP. $22.75 $26.30 357 145gr SWC $40.00/750 
357 200gr SSP $24.20 $28.00 357 160gr SWC Lubed $27.95/500 
357 160gr SWC Red Lubed $25,85/500 
LEAD PROJECTILES 358 149gr DBBWC $38,85/750 
32. 85gr HBWC 312 or 314 $34,80/1000 358. 149gr DBBWC Lubed $35,50/750 
32 BSgr HBWC 312 Drilube $38.60/1000 AOI 7c" SWCREd lubed $2770/200 
32 gr HBWC 312 or 314 $36.00/1000 429 — 220gr SWC Red Lubed $31.00/500) 
32 98gr HBWC3103120r314 ——_-$37,80/1000 Arie 260 SCL aa peo S/d 
32 98gr HBWC 312 Drilube $42.20/1000 A629 ip 200ce SW ears $26 /95/Aen 
312 80gr RN Red Lube $56.25/1500 452 2309F RN Red Lubed $31-65/500 
312 95gr RN Red Lube $41.80/1000 » 452 1?0an SWC Red|lubed oes 08 
313 125gr SWC Red Lube $33.10/750 45296 125gr KEITH Red Libed! S2900/200maay 
316 125gr SWC Red Lube $33.10/750 452 -200gr' SWC lubed $32.40/500 
356 115g¢ HB Conical $32.45/750 AS22009" SWC Red Lubed $29.75/500 
356.  125qHHB Conical $34,45/750 452 265gr SWC Red lubed $28.40/400 
356. 122gr RN lubed $33.40/750 
356 122g¢RN Red lubed $31.10/750 LEAD ROUND BALL 
356 146gr RN Red lubed $32,60/750 375 81gr Round Ball $4.70/100 
357 85gr BBWC $39.50/1000 440 —_128gr Round Ball $5.70/100 
357 120gr BBWC Red lubed $46.70/1000 451 139gr Round Ball $6,00/100 
357 135gr BBWC Red Lubed $31.60/750 457 143gr Round Ball $6.20/100 


357 — 148gr BBWC Red Lubed $39.50/750 490 178gr Round Ball $7.20/100 











ITEM 

224  A0gr HP 
224 ASgr HP 
224° 50gr HP 
224 50gr SP 
224 55gr HP 
224 — 55gr SP 
224 — 60gr HP 
224 60gr SP 
224  65gr HP 
224 70gr HP 
243 60gr HP 
243° 65gr HP 
243° 70gr HP 
243 75gr SP 
243 80gr HP 
243° 85gr HP 
243 90gr HP 
243 100g HP 
257 = 75gr HP 
257 = 87gr HP 
257 100gr HP 
257 -110gr HP 
264 120gr HPBT 
264 120gr HP 
264° 130gr HP 
264 140gr HPBT 
264 140gr HP 
277 116g HP 
277 ~~ 130gr HP 
277 150gr HP 
284 120gr HP 
284 140gr HP 


284 150gr HP 


TO ORDER: Phone 074-824014 or Mail Order on Page 62 


TAX EX 
$11.50 
$12.70 
$12.95 
$13.50 
$13.15 
$13.15 
$13.75 
$13.75 
$14.60 
$14.80 
$14.55 
$14.60 
$16.00 
$15.40 
$16.10 
$16.10 
$16.25 
$17.55 
$16.00 
$16.25 
$17.90 
$18.35 
$22.90 
$19.65 
$21.70 
$24.40 
$22.30 
$18.60 
$20.00 
$22.75 
$19.65 
$21.00 
$21.60 































JACKETED RIFLE 





RETAIL ITEM TAX EX RETAIL 
$13.30 284 172g HP $27.30 $31.60 
$14.70 308 — 85gr RNSP $14.80 $17.10 
$15.00 308 —93gr RNSP $16.30 $18.80 
$15.60 308 — 110gr RNSP $15.05 $17.40 
$15.20 308 — 125gr FN $18.15 $21.00 
$15.20 308 © 130gr HP $18.10 $20.90 
$15.90 308 150gr FN $19.80 $22.90 
$15.90 308  150gr HP $21.00 $24.30 
$16.90 308 —150gr SP $21.55 $24.90 
$17.10 308  165gr HP $23.55 $27.20 
$16.80 308 170gr FN $22.05 $25.50 
$16.90 311 124gr HP $18.95 $21.90 
$18.50 312 85gr FN $12.30 $14.20 
$17.80 312  85gr Semi SP $13.60 $15.70 
$18.60 312 100gr FN $15.05 $17.40 
$18.60 312  100gr Semi SP $15.60 $18.00 
$18,80 312 135gr HP $22,05 $25.50 
$20.30 312 150gr HP $22.50 $26.00 
$18.50 312 170gr HP $23.95 $27.70 
$18.50 312 215gr RNSP $38.90 $45.00 
$20.70 375 220gr FN $27.25 $31.50 
$21,20 375 300gr FW)  s 5 $45.80 
$26.50 375 — 300gr RNSP. $43.10 
$22.70 375  300gr RNSP BC. $44,30 
$25.10 375 350gr FMI $53.20 
$28.20 375  350gr RNSP $43.35 $50.10 
$25.80 AI6 ~—-400gr RNSP $47.75 $55.20 
$21.50 429 — 200gr SHP $21.90 $25.30 
$23.10 429° 240gr SHP $22.95 $26.50 
$26.30 429 240gr Semi SP $24.85 $28.70 
$22.70 429 265gr SHP $24,75 $28.60 
$24.60 429 300gr FN $27.95 _ $32.30 
$25.00 458 —-300gr FN $31.50 $36.40 

458 — 300gr SSP $37.70 $43.60 


NN 


DOC HOLLIDAY 


Die No, 4 Mark 1 rifle was adopted in November 1939 and 
it was the main British service rifle in World War II. it 


simplified the manufacture from the old SMLE rifle No 1 Mark 
III*. It has a heavier barrel, smaller bolt head, an aperture rear 


ANGSEVERIWHERE 


No, 4s were converted into 22 Sprinter, 303/243, 303/25, 303 
/270, 7.7x54mm Rimmed and the 308 family of cartridges. The 
No. 4 is a very capable military rifle and the 303 cartridge is 
mild to shoot and quiet in comparison with 8mm. With good 
ammunition no one will stand around at a thousand yards and 
shake his fist at you. As long as you have a clean barrel and 








sight mounted on the receiver, lightened nose cap and 
projecting barrel, The receiver is stronger and heavier then that 
of the No. | Mark II1* and is purported to be more accurate. 
The Canadian "Longbranch" were well sought after by the 
NRA for rebarreling for range rifles, but they all seem to have 
a high standard of manufacture and there is no technical reason 
why the Longbranch is superior, The No 4s can all be converted 
to 308 Win. When they are also rebarreled the British, 
Australian, Indian and Canadian used them with scope as a 
sniper rifle well into the seventies, and somewhere in the world 
they will still be in use (they would bring good money 
anywhere near the Khyber Pass). BSA, Maltby and Fazakerly 
manufactured these rifles throughout World War Il. BSA made 
over a million, Longbranch in Canada made a million and 
Stevens/Savage made a million, 





Six Million Made... 


Together with other manufacturers there have been over six 
million made, When you see how many turn up in gun shops 
in Australia it makes you think that they all came here. But no, 
at the most only a million came to Australia, and they stand 
mainly in that time-honoured spot next to the Lithgow No 1 
Mark ITI* 303 in the back shed. 


In the early fifties 303s were everywhere, and thousands of 


the rifle sighted in correctly, of course. 


...Most Wrecked Through Neglect 


Most of those rifles that have been standing about in sheds 
have been fired with ammunition manufactured in the 1950s. 
The primers were corrosive and many rifles were then put back ' 
in the sheds without the barrels being cleaned. After the 
mercuric fulminate produced a nice layer of rust the hornets 
moved in and then young John the manager's son very often 
would try to shoot it out with a loaded round. His ears would 
hurt and one of them started bleeding; the stock would split and 
put a splinter through his finger, but worse then that someone 
had to waste a day taking him into town to get a piece of brass 
out of his eye (being non-magnetic they just had to probe 
around until they dug it out). Still conscious of course, he will 
never forget the experience. 


oe 


ages Tee 


The No. 4 in service in Erthce ~ the latter part of WW2. 


Some young Johns like him put the cause down to the rifle 
being old, but that is not correct. Sometimes when those young 
intrepid experimental shooters get near a good gunshop the nice 
man behind the counter will explain that before he tries the next 
rifle that's leaning up against the wall in the shed he should take 
a cleaning rod and put a bronze wire brush on it and scrub it 
well with some good barrel solvent; leave it for ten minutes 
and then place a brass jag on the rod and wrap some cotton 
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flannelette around it and push this through the barrel, replacing 
it every time until a patch comes out clean. Then if he is not 
going to use it immediately to put some good gun oil on the 
patch and pass it through the barrel, whip over the metal parts 
with and oily rag and put some “gunshiner" on the stock wood. 


Oil Obstructs 


Of course before shooting take the oil out of the barrel with 
a clean patch; push it through the barrel until you get a dry 
patch. If you get a torn patch out of your barrel and it comes 
out all brown and daggy take the rifle to your favourite gun 
shop and show it to the nice man behind the counter. Show him 
the patches. He will look up the barrel, If it is an unfired brand 
new Tifle it will be obvious to him that the new rifling tore the 
tight patch. If, however, it had bad pitting, which is the result 
of rust corrosion, and that tore the patch, it means a new barrel 
or sell it for parts. If you want it for a wall hanger make sure 
no one shoots it or they might have that trip into town we spoke 
of. Now all barrels should be cleaned by pushing the rod 
through from the receiver end. This entails removing the bolt 
and this is how you do it, 


2, Release bolt head from bolt head track; line up bolt head 
over cut-out on right side of receiver and lift up bolt head. 
























ac 


4. Remove bolt from receiver 


6. Inspect extractor 
& spring in bolt head 
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at left the No. 1 Mk’ 


8. Both types of SMLE magazine. 
Jil, right the No. 4 


7. The major components stripped; bolt, bolt head and magazine. = 


LETTER 


Dear Jimi, 

Have you noticed how lately the Saturday Courier Mail 
land Sunday Times is beginning to look more like LS&B - 
see Saturday June 11 page 29 - Help Yourself by Andrew 
Field - am sending him copies of articles from last two 
LS&Bs: How Long Can We Last? and The Answers. Hope 
you don't mind. 

Did you read How learning can be hijacked, Saturday 
Courier Mail page 36? Frightening stuff. 

Yours in admiration, 

Francis Drake 

PS Did you hear that an enterprising manufacturer is 

marketing a new dog food called "WOOF". So that a clever] 

dog like you can go to the supermarket and ask for it 
ourself, 


O THE EDITOR 





LETTER TO THE 
. EDITOR 


Last week it saddened me to hear that Mr Keating's 
overseas trip plunged Australia's International Debt to 
a further $150,000,000 ($100 million in aid to Vietnam 
and $50 million in aid to Laos). How long will our 
country go before we are bankrupt? That $150 million 
did not come from taxpayers’ money, it came from the 
credit of the International Banks. 

When it comes time for the International Banks to 
demand equity, are the people of Australia going to give 
up their farms, their businesses and their homes, or 
maybe they (the International Banks) will want control 
of all the iron ore deposits in Western Australia, or 
perhaps all the National Heritage Listings in this 
country. 

As many previous farmers and business people have 
found out, the banks always get their way when it comes 
to foreclosing on nonpayable debts. 

Why are we so complacent when it comes to the welfare 
of this country? We are lucky that we never had any 
internal conflict in this country. But ask all the emigrants 





in this country what it was like in the "OLD" country, 
they will soon tell you why they came here to live. 

If you the people of Australia don't wake up shortly, 
the "Spirit of the ANZACS" will not get you out of this 
one! 


Yours sincerely, Kerry, Ayr, Qld 
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BOOK REVIEW - How 
to Screw 'Your' Bank - A 
Self-Help Manual - By 
Laurence Hoins, 


This may be a book review, 
but How to Screw Your Bank is 
definitely not a book, it is a 
manual. It is not just on how to 
screw your bank, it is a 
brilliantly clever teaching (in 
the fullest meaning of the word 
"teaching") manual that 
educates the man or woman 
who has been exploited and 
destroyed by the banks and 
changes them into a fighting machine that has nothing to lose 
and everything to gain by following set guidelines. For too long 
in the past people confronted by mounting debts have blamed 
themselves and see themselves as failures. Armed with this 
manual, you are shown where to place the real blame and then, 
guided to its Achilles heels, you are shown how to disable it, 
make it fall over and then how to cut its head off. 


The moral of this manual is don't aim a bullet at yourself, cook 
up a silver bullet or a wooden stake and plunge it into them. 
Don't wait for them, sue the bank first. The manual is too 
comprehensive for me to give you a blow by blow run down, 
as that in itself would take a small book to print it in. The 242 
pages which include the Westpac papers, exhibits from other 
court cases in which the banks have had to enter incriminating 
evidence on a subpoena, is there to include with your case, your 
defence, the writ, for when you want to sue your bank and the 
terrible facts. Mr Hoins does not only give you step by step 
guidelines to follow, he gives you the actual forms you need 
to enter into court to either defend yourself or go on the attack 
and sue your bank first. He explains how to change them, to 
fill them in to suit your circumstances, giving you the sword 
to strike them with 


He reveals the facts of the illegalities that the banks, with 
parliament and court, help to enslave the financial victim. Once 
these facts are used in the proper court procedure the judge has 
to pronounce that black is white and white is black to defend 
the banks. Even the worst judges do not like doing this, as court 
reporting has a nasty habit of backfiring and returning like the 
Ghost of Christmas. If we ever find an honest judge, well that 
will be an outright win. Even with one of the more common 
crooked judges, because the opposition lawyers and banks have 
no answers for these facts, there is always lots of room for 
appeals. Because the reader of Mr Hoin's manual is defending 
himself the banks have in the past cut their losses and dropped 
the case. Their legal expenses often outweigh the property that 
they stand to steal from the bank victim. 

The name of this manual "How to Screw Your Bank” is a 
massive under sell. Some would consider by the sound of the 
name that it is for someone engaged in fraud. This is definitely 
not the case. A more apt but probably less sensational name 
would be "How To Stop Worrying, Start Loving. and Stop the 
Banks from Screwing my Family", because Mr Hoins involves 
all of the reader's assets to be deployed against the enemy. I 
queried the name of the book with Mr Hoins as I was so 
surprised, and | knew that he would have been so aware of the 
obvious under sell. He said that he has never regretted the name 
as he laughs so hard to himself every time a judge quotes from 


HOW TO 
SCREW 
"YOUR' BANK 


A Self-help Manual 





it in court. Can you imagine the judge saying, "What page is 
that National Bank document on in How to Screw Your Bank?" 
Mr Hoins is obviously a devotee of "The Goon Show” or 
"Gilbert and Sullivan". His sense of humour has the subtlety 
of King Kong tearing down the Empire State Building. 

The power and the potential of this manual, if used, could very 
well tear down the biggest demonic establishments in the 
world. If every Australian read and took notice of this one 
manual the effects would change human society and the world 
would be a far better place. [t jm = 

might be quite expensive for 
people who have had all their 
wealth stolen from them, but | 
the value of this information is ‘ : 
priceless, and at least worth ‘o i; 

the house or the farm or the Fe 

factory. The cheapest 

Tice Rees ae 
hour; that maybe would cover 

only one of Mr Hoin's pages, and he would have spent thirty 
hours just making sure that page was absolutely correct, 

The manual does not over simplify the course of action that 
has to be taken, nor does it scare off the uninitiated. It educates 
the reader in a very down to earth fashion and humorously 
shows him or her how to learn, how to research the facts, how 
to speak up for themselves, and how to destroy the dragon that 
wants to destroy their families. The manual is available from 
Mr Hoins, P.O. Box 795, Nowra N.S.W. 2541 for the special 
price to LS&B readers of $25.00 plus $5.00 postage Se 


| TEACH WRITING 
MAKE THE STORY HAPPEN, 


MOTIVATE CHILDREN WITH 
LEGO TOYS THAT ACT 
OUT THEIR STORY 
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BANK"ROBBERS' YOU 


Shutdown 


On the hands grasping the steering wheel, hard work has left its stain. 
Rheumatic lumps on the finger joints squeeze a little gasp of pain 

From the cracking lips of a wrinkled mouth which once was creased with smiles 
She's been ploughing since before the dawn, for God knows how many miles. 





Her husband limps to the fenceline, he's left the ute on the track 

For more than a year he's not saddled a horse, since the shearing ruined his back. 
A gaunt man seventy two years old, with a face like faded brick 

He shades his good eye from the setting sun and leans on his walking stick. 


Near fifty years they have worked the land, grasping the dreams of youth 
From happy plans to disappointment and at last the bitter truth. 

They married when he came home from the War; she was only eighteen then. 
A cloud of dust hides his wife from view and his heart beats for her again. 


Daughter Jill and her husband Tom hang on by their fingernails 

They're keeping the repossessors off with a contract for the mails. 

Young Harry died under a horse at twelve, they still are fighting the tears. 
Samantha married some Canberra chap and hasn't written for years. 


Drought and flood they could handle, such disasters come to an end 
But officially sanctioned plunder the strongest heart will rend 

Taxes and high interest rates make the farmer's thorny crown. 

The government has bled us dry and they're shutting the country down. 


One good crop might have saved them, or left enough for a flat in town 
But the bank has sent the bailiffs and they're shutting the property down. 
She reads the anguish in his face, sees the hurt behind his frown 
She reaches for the cut-out lever, and shuts the engine down. 
Michael Darby 
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Joe and Lorna Pianta are one of the 25 farming families that will 

be evicted today. They have pitched their tent on the nature strip 
at the gate of their property near Tamworth. Joe has been married 
to Lorna for fifty years, and at seventy five, has been farming for 
fifty years. At the age of seventy Joe and Lorna wanted to move 
away from cold Victoria to a warmer climate in NSW. They 
owned two farms and three houses, which they had spent a life 
time building and paying for. They found the property they 
wanted and approached the National Bank for a bridging loan. 
They borrowed $240,000. Within two months they paid back to 
the bank $160,000 with the sale of their previous properties and 
owed $80,000. 

Then the government removed the floor price on wool, so the 
sheep were worthless and unsaleable. Then, as usual, when things 
look bad they can always get worse, the drought in their area 
began and still has not abated. They had no income to eat, never 
mind to pay the bank. The fact that in any other circumstances 
the $160,000 would have paid ten years of monthly payments if 
it had been spread out, the bank wanted the Pianta property. They 
knew that Joe and Lorna were old, they wouldn't change their loan 
to a long term loan. Joe tried to seek other finance but because 
of his age it was extremely difficult. Finally he got some one to 
lend him $120,000 if the National Bank would give them the 
mortgage. But the loan had increased with interest from $80,000 
to $200,000 so the National Bank would not accept this. As the 
Piantas were being taken to court by the bank they had the 
misfortune to be swindled by a solicitor by the name of Jackson. 
He recruits people in trouble through the Borrowers Association, 
and is still advertising in NSW. 

Apparently he has never won a case but charges enormous fee, 
tells the client that they have a good case, as soon as they have 
no money to put up in advance he walks away and assists the 
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banks. There is apparently a case being prepared against Mr 
Jackson by a group of swindled ex-customers. When Mr Jackson. 
walked away from them the day before they were due in court, 
Joe engaged a non-specialist, a local solicitor, but this man would 
not prepared to argue their case, he just wanted to submit to the 
Bank. Joe tried to defend himself but fost. In the judgement he 
said that "he expected the bank to negotiate and not to put these 
people out of their home", Joe tried to negotiate for over 28 days. 
The banks had no intention of settling for anything less then Joe 
and Lorna out in the street. Joe tried to appeal to the court but 
he was out of time (28 days). While Joe and Lorna were in the 
Supreme Court of NSW applying for leave to appeal which was 
refused, the bank was at their place evicting them. Convenient? 
The bank now has a farm with a thousand acres to sell in an up 
and coming "yuppie”housing area on the outskirts of Tamworth, 








It won't be a sheep farm though. 
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Maegun Rifle fitted with 
an AK Sporter Kit 


+ POST ALL STATES $9.50 


IN MINUTES WITH THE AK SPORTER KIT! 


KIT CONTAINS:- 


- SKELETONISED TUBULAR STEEL STOCK 
- SYNTHETIC FOREND AND SCREWS 

- SYNTHETIC PISTOL GRIP 

- 30-ROUND MAGAZINE 7.62X59 

- FITTING INSTRUCTIONS 
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White only — Crew Neck Style — Poly/Cotton 


Available in the following sizes: 
16/18/20/22/24/26/28 
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BOOK REVIEW - 
THE THIRTEENTH 
TRIBE - by Arthur 
Koestler 


This fascinating book covers 

the history of an almost 
forgotten empire in Eastern 
Europe known as the Khazar 
Empire. The empire 
flourished between the 
seyenth and eleventh 
centuries and extended 
between the Black Sea and 
the Caspian Sea and from the 
Caucasus in the South to the 
Volga in the North. About the 
year 740AD, caught between 
the Eastern Roman Empire in 
Byzantium and the followers 
of Mohammed, the Khazar 
King adopted Judaism as the state religion, thus exerting his 
strong independence of the two major world powers of the time. 
Whilst their decline began in the tenth century Koestler shows 
that the "Khazars retained their independence within narrower 
frontiers, and the Judaic faith, well into the thirteenth century". 
It is their adoption of Judaism, and its contribution to modern 
Jewry, that makes Khazar history so interesting. 

After tracing the rise, conversion and decline of the Khazar 
Empire, Koestler then provides convincing historical evidence 
that the bulk of these Jews "went to Poland, Lithuania, Hungary 
and the Balkans, where they founded the Eastern Jewish 
community which in turn became the dominant majority of world 
Jewry", Not leaving unattended the question of the contribution 
of so called "real Jews" from the Western Europe, he then cites 
the First Crusade and the Black Death as reasons for a massive 
decline in their numbers. This provides convincing evidence to 
refute the belief that Western European or German Jews provided 
the source of the Eastern Jewish population and therefore the 
majority of world Jewry. Concurring with historical evidence, 
Koestler then moves on to anthropological evidence to show that 
no modern day Jews descended from the biblical tribes in 
forming a Jewish race. He provides abundant evidence 
demonstrating that Jews have more in common with the 
population of their host nations than each other. Just to conclude 
the matter, if anyone were to suggest that the Khazar Jews may 
have been "real Jews" or Semites, Koestler also shows that, 
according to the Khazar King Joseph, they trace their ancestry 
back to Japheth, the third son of Noah, not Shem. If all this 
evidence is accurate, then the term "anti-semite” has no real 
meaning other than anti-Talmudic Pharasaism, as Elizabeth 
Dilling suggests in her book The Jewish Religion: Its Influence 
Today, which | reviewed in a previous edition of LS&B. 


Arthur Koestler was born in Budapest in 1905. Throughout his 
interesting life he studied science and psychology, became a 
foreign correspondent and worked for various European 
newspapers in the Middle East, Paris, Berlin, Russia and Spain. 
He was imprisoned during the Spanish Civil War and in the early 
1930s became a member of the Communist Party, which he later 
left in disillusionment. In 1939-40 he joined the French Foreign 
Legion, subsequently escaped to England and joined the British 
Amny. After World War Il, Koestler became a British citizen and 
then continued writing and lecturing in England and America. 
The Thirteenth Tribe was published in 1976. Sadly, Koestler and 
his wife ended their lives by suicide in the early 1980s. The thing 


firthur Koestler 








that impressed me most about this book is that Koestler, having 
no obyious personal gain from the outcome of the debate, 
meticulously researched it from every angle, and maintained 
objectivity in dealing with such a sensitive and controversial 
topic. 

1 agree with Arthur Koestler when he states that all his 
evidence does not deny Israel's right today to exist as a nation, 
and this right is based on the United Nations decision in 1947 
to partition Palestine into an Arab and Jewish State. He states 
that, albeit de facto, "the Israelis today have acquired a national 
identity in that they have a country of their own, a common 
language, government and an army". Before 1947 there was no 
Jewish race or nation and Jews were Jews only by their religion 
- not nationality or race, A few interesting observations | noted 
throughout this book are that "in Hungary and Poland, Khazar 
Jews were employed as mint masters, administrators of the 
royal revenue, controllers of the salt monopoly, tax-collectors 
and 'money-lenders'; in the middle ages the West European 
Jews held the commerce of Western Europe in their hands and 
later the only occupation left to them which they were not 
excluded from was lending capital on interest. The Jews were 
expelled from England in 1290 due to the discontent and 
violence towards them over their great wealth accumulated 
through lending money on high interest. Compare this with 
current Jewish involvement in International Banking and we see 
that things haven't changed much, and it is clear who benefits 
the most out of such circumstances. I have always been taught 
and believed that the Jews of today were an actual race of people 
descended from the twelve (not thirteen) tribes of Israel and that 
they were still God's chosen people. This book, along with the 
book The Jewish Race: Its Influence Today and a better 
understanding of the Bible and Biblical prophecy, have 


convinced me to change that belief. 
- Jennifer Wilcox we 
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FABRIC OF 
FREEDOM 
By D.J. Pinwill 


Traces the origins of 
the compon parts | sssgees 
of our flag through 2 
the ages, starting 
almost 2000 years 
ago. 


Available from LS&B, P.O. Box 346, 
Gympie, Qld, 4570 for $5 post paid 
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BOOK REVIEW - 
How to Avoid your 
Debt$ - by Keith B. 
White 

Keith has seen the debts 
business from both sides. 
Some years ago the system 
ripped him apart and he was 
saved from being homeless | 
‘by Bob Ansett, who was the 
only one who would give 
him credit, Being a Budget 
rent-a-truck this was his 
home until he got on his 
feet again. Keith then 
managed to get a job as a 
private investigator and 
debt collector in Sydney. 
This enabled him to see 
both sides of this depressing business. Keith is in another line of 
business and has written this book with the intention of "keeping 
them honest", and boy do they need it. 

The debt collectors use the law to scare and threaten their 
victims. The credit providers, banks and finance companies use 
the law and the debt collectors to abuse the law and break their 
victims’ hearts, It reveals the often illegal methods employed by 
finance companies, banks and collection agencies, This book is 
not encouraging people to renege on all debts, but give down to 
earth basic good advice on the protection of one's rights if and 
when they are attacked by this gigantic industry. 

Did you know that the bailiff can only come into your home if 
he is invited? But once in you cannot then ask him to leave. Did 

now that you can stall bankruptcy indefinitely? Did you 


How to avoid your 


OCCT 


by Keith: B. White 





know that the process server can legally leave the summons at 
your home if he has reason to believe that you live there? Keith 
points out that the system makes a point of screwing every drop 
of blood out of anyone that has accidentally got into financial 
difficulties in an attempted to balance the books for the people 
who know the system, who do it on purpose, who the system 
is powerless to stop from doing it. 


This book gives good advice to the innocents so they can protect 
themselves. It is not a book designed to equip a person to defend 
the family farm in a Supreme Court action but it humorously 
informs the reader about the system that will be used against them 
and how best to use that system for their own welfare so they 
do not get sold down the river as originally happened to Keith 
and hundreds of thousands of other Australians in the last few 
years. He explains how you can acquire your credit files from 
the data-banks on your credit worthiness and how to make the 
debt collectors and credit providers suffer massive costs which 
will in turn force them from continuing the case against you. 
Quoting from Keith's book might explain it better then I can. 

"Dodging debts can be an interesting and challenging 
occupation. The important thing to always remember is to 
never break the law. This book will outline techniques for 
stretching legal angles and exploiting legal loopholes so that 
you can control your financial recovery. Is debt dodging 
morally wrong? I have a somewhat biased opinion, but then I 
was one of those that was stamped on by the collection 
procedure and never fought back. If I knew back then what 
know now, |. am not sure what course of action I would take." 
There is one thing for sure. Armed with the information in this 
book many fears will be dispelled. People who are aware and not 
scared are more likely to stand up for their rights, which 
hopefully will force the system to be more honest for the future. 

Jimi 
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LET'S NOT TALK ABOUT IT, 
IT MIGHT GO AWAY 


Couple Smoke After Sex 


Quite-a few people asked why we put that clipping out of an 
American police newspaper in LS&B. They thought it was a 
bit of a come down for us to discuss these activities ina 
‘magazine of our standard. | mean it was immensely funny, but 
it was disgusting. The sodomites and other dregs of our society 
use with great skill the fact that what they do to each other is, 
50 disgusting, that people of good intent will not discuss it in 
public or in most eases even in private, Can you imagine the 
pastor or vicar reading that article out in church on a Sunday 
morning? Well if he could keep his face straight he should. 


qauvs WORLD 





————_ 





pus ware! youn wew QUEEN 
‘| aKS SPOKEN. 


lf 


There are two important points about that article that made it 
imperative that we print it. One is that the Queensland Aids 
Council number "felching" as one of its skills they wish to 
teach to Queensand’s school children, and most parents, 
because it’s such a disgusting subject, do not know what 

felching" is. The second point is that it was very funny, and 
funny things, even if they are disgusting, stick in the memory 
banks and get passed around by the photocopier and fax 
network. The sodomites win, and the families lose because they 
cannot expose the true despicable nature of their opponents’ 
practises without themselves being called "dirty" 

After spending three years in the British Army and then 
working five years in prisons (let's be nice, detention centres), 
[thought | knew every depravity known to man of beast, but 
‘you are always wrong, AS soon as you make inquiries about 
‘what our so called "gays" get up to, i's stomach tuming stuff. 
‘The media will not print it, the churches will not act against 










1, and the paremts ignore the fact that sodomites, some siready 
infected with Aids, are going into schools and teaching thi 
stomach tuning stuff to their children. What guts do the parents 
have? Maybe strong ones. 

When we have ten year olds being given lessons in "kinky" 
sex; "Mars Bar parties", where melted chocolate is used to aid 
coral sex, and taught the meaning of the term "blow job" and 
playing the roles of mummy, daddy and mummy's lover. When 
adultery is being discussed one ten year old boy in acting out 
a part had to shout "Who's been f..ing my wife?" In the small 
town of Gympie the high school did a school play based on. 
Pygmalion by George Bernard Shaw (the famous Fabian). But 
they did it with a difference, it was @ homosexual and lesbian 
version set in Kings Cross, Sydney, Some of their parents were 
shocked after they found out and at least one took his child out 
of school. But what about the rest” What do they think is going 
‘on? Or maybe they just don't care 

‘A man in America called George Baker wrote an editorial 
letter in which he exposed the incredibly promiscuous and 
depraved nature of the average homosexual lifestyle. His 
statistics came straight from the mouth of a doctor, an Aids 
expert. Baker was criticis of liberals for daring 
to place such outrageous things in print, where 
children might see it and be traumatised by it, Never admitting 
that they are allowing sodomites into their schools with theit 
textbooks to hand out to their children with distorted versions 
of the same activities that they criticise, In the school books 
its okay to print "dental dam- a piece of latex that can be placed 
‘over the vulva during oral sex to protect against transmission 
‘of viruses that may be present in vaginal fluids, or over the anus 
during anilingus (oral sex involving the anus 

Language like this is acceptable to society in the school 
context, but poor George Baker, he did the wrong thing. He 
wrote it in non-politically correct terms which put sodomites 
in a bad ight, even though the newspaper who made the 
mistake of printing his letter cut out what they considered the 
most offensive graphic statistic: 92% of gays engage in 
anilingus. This lets the sodomites off the hook time and time 
again, Society has to see them, the sodomites, as sick people 
‘and to quarantine them, not let them into our schools, 
Their habit of eating faeces on a very regular basis makes them 
extremely susceptible to Hepatitis B, They carry one of the 
most dangerous diseases known to man (Aids), but their public 
relations campaign i So powerful we are told that they are to 
be accepted into our society and they are not to be vilified. 

The "Christians Speaking Out” appeared at a March for the 
Family in Gympie, They had placards which made it clear to 
the public that the sodomites wanted their children and were 
actively campaigning to destroy Families. The pastors that were 
organising the march asked the newspapers not to print any 
pictures in the paper of the "Christians Speaking Out” 
“radicals”, as they did not wish to seem to be supporting 
opposition to sodomites. Some fifteen year olds were very 
vocal about retaining the liberal lifestyles and asked the 
"Christians Speaking Out" representatives why they should not 
be promiscuous. They were given an "Aids Kit" which had 
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about five thousand reasons why you shouldn't catch it and 
information on not trusting condoms. 

One Christian mother was very shocked about what was in this 
kit and made quite a fuss phoning up people saying good 
Christians should not be giving this out to children. Look here, 
it calls gays "dung eaters", It might be true but don't tell the 
children. Well misses, the awful truth of the situation is that 
the children know. They knew it all when they were eleven. 
The only thing they don't know is what's right and what's 
wrong, and if we don't get down to that stomach turning level 
of disgusting subjects they are never going to know. 

In the Courier Mail on the 30th of June, some people might 
have noticed a heading, "Gay Lobby Targets Children". It told 
of the Gay and Lesbian Teachers and Student Association 
(GALTAS) saying that primary schools would be the focus of 
the group. They aim to introduce anti-homophonic kits into 
primary schools, They have been highly successful in New 
South Wales, They say their first priority was to provide 
education and support for homosexual students and teachers 
suffering discrimination. "We're trying to get rid of this red- 
necked image in Queensland in time for the Sydney 2000 
Olympics", they said. How many parents will object? How 
many will be honest enough to say get these arsehole bandits 
out of our schools? If you don’t do anything what are you going 
to be left with? Turd punchers for children? 


You have probably noticed that our true and tested media never 
object to putting dead bleeding bodies in vivid colours with 
emotional tear jerking blood and gore, again stomach turning 
stuff, but if it's getting over the government message- anti-gun, 
lets have peace at any price, or the moral if it saves one life 
ban the gun, they will do it with relish. On the other hand do 
they ever show you the reality of abortion? The media does not 
show it, the Church does not show it and the medical profession 
would not get any customers if they showed it. The statistics 
of how many humans get killed by abortion is staggering. In 
Australia alone eighty thousand women every year claim 
abortion on their Medicare card, another five to twenty 
thousand do not claim and want to be anonymous, twelve 
thousand annually in Queensland. 

If we did without abortion immigration would not be necessary 
on any basis, and teachers would not be out of work. Abortion 
is a big industry, probably even bigger then MacDonalds. The 
motal is the reality of it is so offensive that society will 
condemn me for telling you about it, some will disbelieve it 
but if nothing else it might make people think about it. The 
mothers are unaware too, but for some deep down inside they 
know it's wrong. Single men, and in fact most men in general, 
would never even give abortion a thought either way (1 was. 
one of them). 

In the abortion text books it depicts the brutal nature of the 
abortion procedure. In the American Medical Association 
acclaimed text "Abortion Practice", renowned abortionist 
Warren Hern writes: "The relationship (between woman and 
foetus) can be understood best as one of host and parasite. 
Pregnancy can be considered a pathological process. Abortion 
is the treatment of choice for pregnancy.." 

For mid-trimester abortions, Dr Hern criticises chemical 
abortions because "up to 7 percent of abortuses (babies) will 
show signs of life despite being chemically burned from head 
to toe". He likewise opposes Japanese techniques which "also 
may result in the birth of a live infant". As one abortion legal 
scholar puts it, he has implicitly contracted with the women not 


merely to end her pregnancy before he kills the baby, he is 
caught between medical malpractice and homicide. 

So to ensure that the foetus (baby) is dead, Hern suggests using 
both chemical burning (urea) and bodily dismemberment. He 
writes, "Stripping the calvaria (skull) of soft tissue (skin) is the 
first step followed by dislocation of the parietal (head bones) 
collapsing is almost always accompanied by the extrusion of 
white cerebral material (brains)." 


"Mayo scissors may be necessary to decapitate and dismember 

the foetus (baby) to dissect foetal tissue (the baby) a little bit 
at a time." This is stomach turning stuff that the medical 
profession would prefer you did not know about. Meanwhile, 
prenatal medicine has progressed to the point where lifesaving 
intrauterine surgery is now being performed on babies of 
shorter gestation than those being butchered. These supposedly 
honourable doctors having the medical proof that the babies or 
foetuses can feel pain insist that all such operations should be 
preceded by the administration of anaesthesia to the baby so 
it does not feel the pain. "Hypercritical". They are kind, these 
doctors. If they are being paid to commit murder they do not 
want the victim to feel the pain. 

I have shot nearly everything that walks flies or crawls in 
Australia, sometimes for profit, but 1 could not do their job, 1 
even like watching the operations on the T.V.; as long as it's 
not me | can watch them and eat my dinner, but commit murder 
on babies on a regular basis for pay? Not me, even if 1 was 
starving. Maybe I'm getting soft in my old age, or maybe I'm 
right, but I would skin roos every night of the week, even goats 
and foxes rather then be an abortionist. These are the same 





holier than thou members of the AMA who are always making 
comments on how they want guns banned as they are sick of 
patching people up. What a load of hypocrites! Where does the 
medical profession find these creeps? I thought the lawyers and 
judges were a pack of creeps but the medical profession, they 
take the cake. They are existing on the knowledge that their 
practice is so foul that no one will print graphic pictures of it, 
if they did their lady customers would be greatly reduced. 

Pictures of decapitated babies are "offensive", written 
descriptions of sodomites' deviant practices are "offensive" the 
activity itself warrants special protection and endorsement by 
our government. They want a fantasy world where things done 
in darkness are praised as "every persons right of privacy", 
while those who shout these dark deeds from the roof tops are 
labelled as "offensive". We once admired the man who said, 
"Don't choose to curse the darkness, rather light a lone candle." 
Now they curse those who light the candles. We either stand 
by and let moral darkness destroy our society, or discard the 
gentlemanly veneer and publicly expose these dirty deeds to 
the light of day. 
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TAX REVOLT 


This document was "Exhibit A" in the Supreme 
Court on 9th June, 1994 in the case of the 
Taxation Department vs Hispidus Pty Ltd. On 
presenting this document to Justice Shepherdson 
the Crown Solicitor came to his feet and 
withdrew their case. Justice Shepherdson then 
awarded costs to Hispidus. 


No. 125 - GENERAL FORM OF DEFENCE 
In the SUPREME COURT of QUEENSLAND 
A-P.N. No. 249 of 1994 


DEFENCE OF HISPIDUS PTY LTD 


|. The Court may conceivably say that tax, as in biblical times, 
could be collected in any goods, but the Australian 
Commonwealth Parliament is restricted in no uncertain terms 
by Part Five - Powers of Parliament Section 51 of the 
Constitution of the Commonwealth, Quote: "The Parliament 
shall, subject to the Constitution, have power to make laws for 
the peace, order and good government of the Commonwealth 
with respect to:-" etc. The important part of this sentence is 
often neglected. It is, "subject to this Constitution". That 
reinforces the general principle that the Constitution must be 
read as a whole and that the powers of Section 51 conferred 
on the Parliament were restricted by the Constitution as a 
whole. 

2. The interpretation of "for the peace, order, and good 
government of the Commonwealth is another restriction, as the 
meaning of the word Commonwealth includes the general 
public. So we hopefully would agree that they are not allowed 
to make laws which are not for the peace, order and good 
government of the Australian public. 

3, Under placitum (ii.), where the Constitution confers the 
power of Parliament to make laws with respect to, "Taxation; 
but so as not to discriminate between States or parts of States:", 
it restricts Parliament to making laws for the peace, order and 
good government. It does not allow the Parliament to make 
and enforce laws with respect to taxation which force the 
general public to pay in anything the Parliament legislates as 
legal tender. It does not allow the Parliament to commit fraud 
and deceive the general public. It does not allow the Parliament 
to charge a person twice for the same taxation, and it does not 
allow the Parliament to enslave the general public with 
economic chains. All of Parliament's powers to legislate must 
be for good government. 

Taxation is not stealing. It is supposed to be an encumbrance 
on work or production, but what has effectively happened is 
that contrary to the Constitution the Parliament has stolen 
wealth from the general public since 1931 and is still doing 
so today. In 1931 the Australian Parliament was due to meet 
maturing treasury bills in London by the end of June, but there 
was no surplus gold in Australia to pay the debt. The only gold 
they had was what was held as a reserve behind the note issue. 
The Commonwealth Bank Act of 1931 was passed to allow 
the exportation of five million pounds of the reserve gold 
which meant that the reserve would fall below 25% (which 
would leave the note redemption at -75% if called). 


The Commonwealth Bank Act of 1932 made notes no longer 


convertible into gold (from Australian Banknotes by M. Vort- 

Ronald). 

This 1927 Australian pound note states on it: "The Treasurer 
of Australia promises to pay the bearer one pound in gold coin 
on demand at the Head Office of the Commonwealth Bank of 
Australia.” 

This has to mean that this note is a promissory note and not 
legal tender. The legal tender is the gold coin that the note 
promised to pay on demand. The government sold off the note 
issue reserve to conceal its mismanagement and excess of the 
Australian economy from the general public. If a person 
owned this 1927 one pound note before 1931 he could have 
received a gold coin, which per the Constitution was legal 
tender. He could have held that coin which was called a 
"sovereign" and sold it today at the current gold value of 
approximately $130 of the current non-redeemable, non legal 
tender notes, but as the Australian Government has committed 
fraud on the general public that 1927 note cannot be redeemed 
with a gold coin and is (except for a collector) worthless, just 
the same as our non-legal tender notes issued today. 

Some might say that it is worth what you can get for it, but 
this is not the intention or interpretation of our Constitution. 
The history of money has been plagued by governments’ 
misdemeanours but our constitutional drafters were most 
concerned that when a person worked for a wage or produced 
an item, Australian currency would fairly compensate it and 
keep its true value, with no interference from the politicians. 
4. Given that specific provisions must be read subject to the 
Constitution as a whole in order to ascertain their true 
meaning, I would like to bring to Your Honour's attention the 
words "and the issue of paper money", which is at the end of 
section 5] placitum (xiii), and "legal tender" is at the end of 
placitum (xii) with currency, coinage. That plainly divides the. 
two as separate entities, and their meaning must be mutually 
exclusive. We must look to the only other occasion in the 
Constitution where legal tender is mentioned, which is section 
115, and which reads: "a State shall not coin money, nor make 
anything but gold and silver coin a legal tender in the payment 
of debts.” 

Some might try to mis-apply this section in isolation and say 
that it is only a control of the state, but this is completely 
incorrect, as it has to be read with section 51 , it clearly limits 
the Commonwealth to making coin legal tender, and section 
115 as well as restricting the State to make it unable to coin 
money, it restricts the State as to what type of legal tender they 
will accept in the payment of debts, either in what it pays out 
or what is paid to it. This obviously establishes that if the State 
can not pronounce or confer or make any thing but gold and 
silver coin a legal tender of debts and the State cannot make 
anything else, then the Commonwealth Parliament has to make 
silver and gold coin available so that the state can function 
and it does this under section 51 placitum (xii). Again, reading 
the Constitution as a whole the clear intent is to permit the 
State to function effectively. But section 115 defines legal 
tender as gold and silver coin and the states cannot function 
legally to any degree without it. This restricts the 
Commonwealth to what it can issue as legal tender. Further 
restrictions flow from the fact that the general public haye to 
be taken into consideration under the peace, order and good 
government qualification to section 51. The general public 
must live in those States and must interact with those States. 
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Peace order and good government could not be obtained with 
a Commonwealth parliament producing other legal tender that 
could not be used in payment of debts to a State or be used 
by a State to pay debts to the people. This would manifest 
absurdity and is contrary to the intention behind the relevant 
provisions of the Constitution. 

5. The clear statement in section 115 that a State must make 
"gold and silver coin a legal tender in payment of debts" when 
the Constitution is read as a whole leaves any Acts of 
Parliament that make any substances other than gold and silver 
coins "legal tender" null and void as the Parliament has no 
power to legislate in contravention of the Constitution. 

The intention of making gold and silver coin legal tender, 
and that only such legal tender could be made in payment of 
debts to a State of the Commonwealth would have been no 
problem before 1931, as gold and silver legal tender was made 
available for the payment of work and transacting with as per 
the Constitution. But the Parliament has withdrawn legal 
tender from general circulation and is thereby neglecting its 
Constitutional duty to provide gold and silver coins at face 
value, This leaves the general public; including myself and the 
company called Hispidus Pty Ltd in a position where it works 
and transacts in exchange for valueless notes, but is asked to 
collect and pay tax to the Commissioner of Taxation as well 
as the States in gold and silver coin, but of practical constraints 
and as a matter of common practice the general public must 
expend working hours for worthless notes that are neither legal 
tender nor even promissory notes that can be exchanged for 
legal tender. 

If a person sold some goods which were worth one pound 
before 1931 they would have been paid in legal tender. If they 
sold them today they would be paid with a note that is 
worthless. Accordingly it appears the Parliament has stolen the 
value that was in the legal tender and has spent it elsewhere. 
It creates our notes out of paper and plastic. It gives the four 
clearing house banks the right to create credit out of thin air 
on the condition that the banks accept the treasury notes issued 
by the Parliament. The Parliament then pays the interest on 
their treasury note loans by taxing the general public on the 
worthless paper notes that it creates out of nothing as its former 
substance has been sold. In short, the Parliament has stolen the 
legal tender, disposed of it illegally, concealed its crime, and 
continues to extort work and goods from the general public by 
fraudulently presenting its paper money as being something of 
value. 

I refer Your Honour to the annotated Constitution of the 
Australian Commonwealth by John Quick and Robert Garren 
at page 572, which reads: 


51. (xii) Currency, coinage, and legal tender; 


"176. Currency 

Currency in this connection means the acceptance, reception, 
and passing or circulation from hand to hand, from person to 
person, of metallic money, or of government or bank notes as 
substitute for money." 

This clearly establishes that only metallic money is legal 
tender and that paper money is only a substitute. 


"177. Coinage 


Coinage is the act or process of converting metal into money 
for circulation. The coinage and legitimation of money is one 
of the exclusive prerogatives of the Crown, but from the 


earliest times it has been regulated by Acts of Parliament. 
Quick and Garren also explain that because of continual 
debasement of coinage and the lack of confidence in the 
Parliaments to be honest, the purity of the coinage and the 
conformity to the standard was ascertained annually by the trial 
of pyx, which was held under an Order in Council of 1871, 
At this trial a jury of six competent freemen of the Goldsmiths! 
Company examine coins of each minting, set apart for testing 
and the standard trial plates and standard weights, which are 
kept in the custody of the Board of Trade, and produced on 
notice for the occasion.” 

If we told those aware people of what had happened to our 
currency one hundred years later would they believe us? They 
most likely would as they were acutely aware of the historic 
precedents of Parliaments debasing the coinage and using the 
proceeds for nefarious activities which ultimately wrecked 
their economy, ruined industry and made paupers out of the 
people as real wealth was not obtainable for them, namely 
wealth which kept abreast of all inflation. 


"178. Legal Tender 


Definition:- Legal tender is the act of tending, in the 
performance of a contract or in satisfaction of a claim, that 
which the law prescribes or permits, and at such time and place 
as the law prescribes or permits. (Webster's International 
Dictionary). In the United Kingdom all coin current under 
proclamation, whether British, foreign, or colonial, is legal 
tender. British gold coin is legal tender for any amount, unless 
defaced or deficient in weight; British silver up to forty 
shillings, and (British bronze up to a shilling (Coinage Act 
1870). The notes are treated as cash and not as securities for 
money, and they pass by mere delivery. 


Coinage and Legal Tender:- By Section 115 the 
States are forbidden to coin any money or to make 
anything but gold and silver coin a legal tender in the 
payment of debts. The prohibition is similar to art. 1 sec. 
10 subs. | of the United States Constitution. Hence it 
appears that under both Constitutions the creation and 
regulation of the monetary system is a power conferred 
on the Federal Parliament. It is a general power; the 
Parliament is not limited in the choice of metals to which 
it will give the quality of money. It may choose some 
other metal than gold or silver, and impress upon it a 
legal tender quality. But if a State endeavoured to compel 
a person to accept anything but gold or silver as a legal 
tender, the person aggrieved could appeal to the courts 
of the Commonwealth for relief." 

Hispidus Pty Ltd has been so compelled and has even been 
asked to pay tax on it. It has been aggrieved and appeals to 
this court for relief. 

On page 576 of Quick and Garren's celebrated Annotated 
Constitution, they give weight to the reasons why the drafters 
of the Constitution were so concerned to make legal tender 
gold and silver coins: 

"In 1866 a ministerial crisis occurred in Queensland. Owing 
to serious financial embarrassments in that colony, Ministers 
had tendered to the Governor (Sir G.F. Bowen) their advice 
that, in order to sustain the public credit, there should be an 
immediate issue of inconvertible paper currency, in the shape 
of legal tender notes, to an amount not exceeding 200,000 
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pounds. The Governor demurred to this proposal, in so much 
as he was expressly forbidden, by the royal instructions- which 
are part of the Constitutional law of the colony- to assent to any 
bill of this nature. He distinctly declared that in no event would 
he give the royal assent to any such Bill. He suggested however, 
another mode of meeting the financial difficulty - viz, by 
obtaining legislative sanction to the issue of treasury bills, 
coupled with the imposition of additional taxation." 

This suggestion is another way of circumventing the 
constitutional protections which are installed with the direct 
intentions of stopping the debasement of the people's currency. 
The treasury notes or bills are legislated as legal tender and then 
given to the major clearing house banks, the banks open an 
account in that Department's name, such as social security. The 
bank allows a credit limit to the account equal to the treasury 
note, the Department draws on the amount, and the taxation is 
raised to pay the bank interest on the money, but the bank has 
not borrowed it from somewhere else. They use the public credit 
and issue credit out of paper, in this fashion the Parliament 
allows another entity, the banks, to do what itself is restricted 
from doing, debasing the currency. This mechanism was 
adopted again without the consent or the understanding of the 
general public and in 1931 the Parliament succeeded in 
implementing the first technique of stealing the assets from the 
general public. 

6, The Currency Act of 1965 (reprinted as at 31 October 1992] 
supports the Constitution very clearly. In Section 6 it stipulates: 
"This Act binds the Crown in right of the Commonwealth of 
each of the States and of the Northern Territory. 

Part Four- Legal Tender 
Legal Tender 


WEBUY MEDALS, 
MILITARY BADGES, 
SWORDS, MILITARY 

| BOOKS, MILITARIA, 

{ BAYONETS, COMBAT KNIVES, 


ROSS SUTTON 
JACK LANGLEY 


16. [1] A tender of payment of money is a legal tender if it 
is made in coins that are made and issued under this Act and 
are of current weight: 
Schedule 

Standard Composition of Coins 
Denomination of Coin Standard Composition 
Two hundred dollars —_11/12ths gold and 1/12th other metal 
One hundred dollars : 
Fifty dollar a 
Twenty-five dollars di 
Ten dollars 92.5% silver and 7.5 % other metal 
22. A person shall not make or issue a piece of gold, silver, 
copper, nickel, bronze or any other material, whether metal 
or otherwise of any value other than a coin made or issued 
under the repealed Acts or under this Act or a British coin, 
as defined by the repealed Acts as a token for money or as 


purporting that the holder is entitled to demand any value 
denoted on it. 


Penalty one hundred dollars." 


A person has to include the Commonwealth as they cannot 
employ any other than persons to issue their unredeemable 
notes, They cannot use trained monkeys and in actual fact use 
the banks, but they are most definitely persons and are liable 
for prosecution under this Act. 


The Currency Act makes mention of legal tender coins and 
in one section it does mention "bills of exchange" and 
promissory notes, but nowhere does it make mention of or 
allow irredeemable notes. They all must be defined as being 
illegal under the above Section 22, 


WESELL MEDALS, 
MILITARY BADGES, SWORDS, 
MILITARY BOOKS, MILITARIA, 
BAYONETS, COMBAT KNIVES, 
HUNTING KNIVES & FOLDERS £3 


s 


P/N. & FAX 
02 7986113 


50 LACEY ST 
SUMMER HILL NSW 2130 
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We also note that the Supreme Court Rules stipulate: 

Rule 1A Currency (1) 

"In this Rule, the following terms shall have the following 
meanings: 

“Commonwealth Currency Act"- the Currency Act 1963 of 
the Commonwealth and includes any Act passed in 
amendment of or substitution for that Act and any later Act 
of the Commonwealth that provides for a decimal currency:" 

So it would seem that this court has bound itself to this Act 
in defining what currency and legal tender is or is not. 

7. To rub salt in the wound the Parliament in recent years 
has found itself brave enough to issue and pronounce as legal 
tender gold and silver coins, and is asking the general public 
to buy back its previously owned wealth, it has made 
available some silver and gold coins. | have one here which 
the Parliament has pronounced as one dollar legal tender but 
if 1 wish to purchase this from the manufacturers, the Perth 
Mint, | must pay sixteen dollars of the irredeemable notes. 
The Parliament must obviously think that no one has read the 
Constitution or the Currency Act, as if they had they would 
realise that what should be theirs for one dollar as legal tender 
is now to cost them sixteen dollars. This is a loss of 94% of 
their buying power. How can the Parliament comply with the 
Constitution and the Currency Act and have one silver coin 
as one dollar of legal tender as per those Acts and have 
another illegal tender that is worth sixteen times less; and 
moreover appears content to collect tax on the debased value. 

We have presently in Australia the position where the 
Parliament asks for tax but does not make the legal tender 
of gold and silver coins available at the face value for that 
tax to be collected on or paid in as a debt to the 


Commonwealth (or to the States for that matter). When the 
Parliament does not make such means available on a proper 
basis, the question has to be asked: 

"If the Parliament cannot arrange its affairs over which they 
have complete control, and abide by the law of the land, 
namely the Constitution, what right, morally or otherwise, do 
they have to impose their corrupt practices on others who 
earnestly seek to abide by that law; the difficulties being 
derived from the Parliament's own default?" 

8. This financial system that the Parliament has implemented 
has caused untold unjustified and unjustifiable devastation in 
the lives of many people for too long. In consequence of the 
foregoing, Hispidus Pty Ltd pleads that as it is under current 
circumstances highly impracticable bordering on the 
impossible to pay any debts which may be alleged to be due 
to the Commissioner of Taxation, this application for 
Hispidus Pty Ltd's winding-up is improper 
Ronald Owen Director of Hispidus Pty Ltd 








member, we have a Constitutional Democracy! 





Gop SAVE AUSTRALIA 


fair 
dinkum 


Three legal reasons why 





compiled & written by 
Rick Flavell © 
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Tiss issue I spoke about the old standard catchcry used by 
the anti-gun forces in this country, ie "We have to do something 
before we end up like America”. I then sought to balance some 
of the figures which are often used when seeking to introduce 
tougher laws into this country by using crime figures from the 
USA as the catalyst. As was shown, when viewed as a part of 
the whole picture, these often quoted figures suddenly shrink 
in stature. 

Well this month I'm going to change tack and say that we 
do have to do something here in Australia before we end up 
like America! Now don't panic, | haven't been kidnapped and 
forced to watch endless re-runs of question time in the House 
of Representatives until my brain developed the consistency of 
soggy comflakes. No, what | am saying is that America and 
its legislature have gone off the rails with the introduction of 
the Brady Bill and we had better be damn careful that we don't 
suffer further erosions of our rights as a direct result. 


Introduced in February '94 after several years of intense 
lobbying by the anti-gun forces, principally Handgun Control 
Ing, led by Sarah Brady, wife of the bodyguard crippled during 
the attempted assassination of then President Ronald Reagan, 
the Brady Bill after several defeats in Congress was finally 
passed on the pretext that the five day waiting period which it 
would impose on the purchase of handguns would 
miraculously get all those little .25 and .32 pocket guns out of 
the hands of the crack cocaine dealers and thus solve all the 
country's woes, As is usually the case in politics this Bill was 
not passed on its merits (or rather the distinct lack of them) it 
was used as a trading piece on various other Bills. The old "I'll 
vote for your Appropriation Bill if you vote for my Ban the 
Guns Bill” trick. And the American public might well 
paraphrase Maxwell Smart by saying, "That's the second time 
we've fallen for it this month". Even the supporters of the Brady 
Bill admit that it will do little to lower armed crime, It will add 
considerable expense to the administration costs of already 
under funded police departments and will also see greatly 
increased costs to the consumer of course. 

It is written that "Only a fool learns by his mistakes; a wise 
man learns by the mistakes of others". We must endeavour to 
learn from the mistakes of the people of the USA before we 
are treated as fools once more, 

We must ensure that the only harsh laws brought into this 
country are like the NRA sponsored Three Strikes and You're 
Out legislation recently introduced in some US States. Under 
this legislation, anyone convicted of three felony offences 
(robbery, assault, etc) faces MANDATORY life imprisonment. 
As I showed last issue, with the majority of crime being 
committed by a minority of career criminals, this is the only 
truly effective anti-crime legislation I have seen introduced 
anywhere for a long time, 

And more importantly perhaps we need to learn from another 
mistake of our American friends, We must mount an all-out 


assault on groups such as Handgun Control Inc and the 
Coalition for Gun Control in this country and expose them for 
the frauds that they are BEFORE they become as powerful and 
dangerous as their American counterparts. 

Just to give you an idea of the danger, here are a few facts 
to chew over next time you're waiting over a dam or waterhole 
or whatever. Even the proponents of the Brady Bill admit it 
does virtually nothing to stop crime. Well what then is its 
purpose? Handgun Control Inc says that it is just the first step 
in their plans. Remember the Australian branch of this 
organisation seems to have evolved from the same very limited 
gene pool and whilst they might be terrific banjo players, they 
show no more comprehension of the real problem than do HCI 
in the USA. All the following passages in brackets are my own. 

On December 29 1993 Handgun Control Inc leaders met in 
California to discuss the initiation of a five year plan for the 
disarming of the American people. Here are some of the gems 
which they came up with: National licensing on all handgun 
purchases; Strict licensing on all firearms, whether handguns 
or not; Requiring the States to issue strict licences for 
possession and require those licences be signed by at least three 
public officials, ie police chief, city attorney and the Mayor, 
for example; An arsenal! licence be required to keep more than 
five guns and/or 250 rounds of ammunition. This arsenal 
licence to cost not less than $300 and not more than $1000 (no 
prizes for guessing which end of the scale it would be). Money 
collected would be used to defray "immense medical costs 
directly attributed to these deadly weapons" (read that as you 
have to pay to patch up the druggies who have shot each other 
up so that they can go straight back out for an encore 
performance). No arsenal licences to be permitted in counties 
with populations of more than 200,000; Requirement of a 
federally approved storage safe for all guns (at a nominal cost 
no doubt!). A revenue source to be derived through the 
mandatory inspection and licensing of all safes. Each safe , 
would be registered with a specific serial number and the serial 
numbers and types of weapons stored in it to be on file with 
state and federal authorities. Unannounced inspections (shades 
of Waco) would ensure that all declared weapons would be 
properly stored. All safe licences would have an additional 
yearly fee to offset the cost of the spot inspections (let's see, 
that's twenty BATF shock troops plus armoured personnel 
carriers and accessories... that will be $8,000, please sign here 
sir); A ban on the manufacture of firearms in counties with a 
population of more than 200,000; Extending the ban (now 
before Congress) on so-called assault weapons to include any 
firearm that even remotely resembles a military weapon. This 
ban to be expanded upon later to include "high power air guns 
and paint ball weapons"; The banning of carrying a firearm 
anywhere but at home or at a target range or in transit to one 
or the other; The elimination of categories for guns considered 
antiques, collectors pieces or curios; The banning of any 
ammunition which has been in service by a recognised military 
force after 1945; The banning of the possession of explosive 
powders of more than one kilogram at any one site; National 
licensing of ammunition purchases with all recorded sales to 
be forwarded to a new federal office which will monitor 
individuals' ammunition use; A ban on the purchase and 
possession of reloading components; National registration of 
ammo buyers with the attendant fees going towards a possible 
background check to eliminate the purchase of ammunition by 
felons or mental patients; The Requirement of special storage 
safes to keep ammunition and the licensing (surprise. surprise) 
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of all safes. Again, spot raids to be conducted by federal 
officials; The restriction of gun ranges to those counties with 
a population of less than 200,000; A tax of $85 per attendance 
at gun ranges in addition to membership fees (mandatory of 
course); A ban on all gun shows; The banning of all "military 
re-enactments" of Revolutionary War and Civil War battles; 
Making unlawful the assembly of more than four armed 
individuals; The beginning of a ban on hunting on all public 
lands; Required fingerprinting and photographing of all gun 
owners with these and other records to be open for public 
access; Random checks of motorists by police to search for 
firearms; Banning of all realistic/toy guns or non-firearms 
capable of being rendered realistic. 

Not content with that, HCI has also developed a fifteen year 
plan to include: A ban on all militaria, including military and/or 
camouflage clothing; Allowing for those who produce violent 
television or motion pictures to be held financially responsible 
for any acts of violence committed as a result of someone being 
influenced by them; TOTAL ELIMINATION of all arms from 
society except those possessed by the military. 

You may note that several of these things seem to overlap. 
This is to allow the aforementioned "quid pro quo" type 
bargaining in order to attain their goals. 


1 would like to conclude by setting each of you a task. It is 
also written "know thyne enemy”, and that is what I would have 
you do. Write to Handgun Control Inc, P.O.Box 233, Chelsea, 
Vic 3196 and tell them that you support their ideals and would 
they mind sending you some information on their plans and 
activities. Have all correspondence sent to a Post Office box 
if possible. If necessary select one member of your local club 
or whatever to pay their subscription and photocopy anything 
you receive for distribution to the rest, but first check your local 


LETTER TO THE EDITOR 


Dear Jimi, 

Lam writing in regards to Js the Australian Army Rifle Nothing 
But a Big Lemon? by A.J, Foot in your Oct-Nov 1993 issue. 
While I feel that your magazine has some interesting issues and 
relevant comments on the way we live in Australia, 1 think you 
would be far better off if you found yourselves a new Army 
correspondent. It is quite obvious that (Rank unknown) A.J. 
Foot (obviously not a real name) hasn't got a clue. It seems to 
me that he is just another whingeing pogue. He complains 
about not being able to achieve decent scores on the range, 
whereas three quarters of my platoon can get at least a 50mm 
group at 100m. I myself have got under 40mm on sevetal 
occasions. I find the Steyr a very comfortable and capable 
weapon. Being in an infantry battalion it goes without saying 
that we would be more qualified to pass judgement on this rifle. 

The rifle itself is lightweight, durable, accurate and practically 
digger proof. With its high rate of fire, it means the (machine) 
gun is no longer the most important weapon in the section. 
(Note: the F89 Minimi is also $.56mm.) Being made of plastic 
the rifle has less components to clean and maintain, and 
therefore less downtime. 

I agree that the SLR was indeed a very good weapon and 
served for a long time, but this rifle is well out of date, as is 
the ammunition it fires (no offence to DFSW platoon). 
Australia was well behind the rest of the western world until 
chased the Steyr (designated F88 Austeyr - not AUG, 











public and university libraries to see if the information can be 
had for free. When you get any information write back and ask 
for verification of any quoted figures, sources of figures, proof 
that this has worked somewhere else, etc. Always be polite and 
brief. Do not try to present our side or acknowledge that you 
are even on our side, merely seek proof of their claims. Obtain 
copies of the many case histories of gunmen done by groups 
such as the Citizens Commission on Human Rights (please 
ensure that you defray any cost to them) and detail some of 
these to HCI asking them to refute the evidence that drugs such 
as Prozac are seemingly present and a major contributing factor 
in most mass murders in recent years. Above all keep them 
bound to their typewriters and licking stamps. They are only 
a few, and their lackeys will soon tire of constantly having to 
justify their actions and ideals. Do not worry if you are ignored, 
keep sending letters requesting information. 

If they simply ignore everyone they can never know who was 
areal supporter and who was a fake. 


I care little if they read this or even if they try the same tactics 
on us. Besides not being concerned by the dozen or so stamps 
their membership might bur up, our policies and objectives 
are plainly set out in a national magazine available at most 
newsagents. 


Until next time, happy hunting. 


OWNERS ASSOCIATION OF AUSTRALIA| 
(QLD) P.O.Box 126, Waterford, Q1d 4133 
Name. 
Address, 








Please find enclosed $25 for membership in FOAA (Qld) 
(Includes 12 months! subscription to Lock Stock & Barrel) 


Signature. Date. 





Next time you choose to ask Mr Foot to assess something let 
him talk something he is qualified to do (eg counting blankets). 
Pissed Off Digger, Enoggera Barracks, Qld. 

Of course A.J. Foot is not our correspondent's real name; his 
rank is Second Lieutenant and he is a serving officer in an 
infantry battalion. 

The loaded weight of your F88 Steyr is 30z heavier than a 
loaded Lee Enfield 303, which was adopted nearly 100 years 
ago. I, by the way, have shot groups under 24mm at 100m with 
my 303. It even performs well out to 900 metres and doesn't 
break if I inadvertently stand on it. 

One of the biggest mistakes any soldier can make is to be 
overconfident in his weapon's ability to withstand dirt and 
corrosion. If you ever have the misfortune to have anyone shoot 
at you with a 308 (7.62mm) and you are shooting back with a 

23 (5.56mm), repeat afier me: "His calibre is out of date. His 
calibre is out of da.." 

I coached A.J. Foot in a lot of his rifle shooting before he 
joined the Army, and I would prefer for the sake of our 
country’s defence that he keeps his rifle and let others count 
the blankets. 

Thope this doesn't piss you off even more, but if you had given 
me your phone number I could have responded less publicly. 
Jimi. 
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FREE SUBSCRIPTION 





IN THIS ISSUE 


NSW MINISTER STANDS UP FOR 


RACISTS 


e But only if they are Jewish 


For your free subscription to Australia's boldest anti-Establishment newsletter 
Just send a stamped (45c) self addressed envelope 


(minimum 215mm x 105mm) to P.O. Box 326 Toong 


LETTER TO THE EDITOR 


LAST CHANCE SHORT OF 
WAR TO STOP FOREIGN 
CONTROL OF AUSTRALIA 


It is vital that real Australians stop OUR government from 
signing the UN Desertification Treaty in a few weeks' time in 
Europe. At least one politician, Liberal, Senator Chapman has 
identified the hazards and wants an enquiry. This MUST happen! 
We only have six weeks to save our farming freedom. 


The treaty supposedly seeks to combat drought and deserts in 
poor countries. In fact, it heralds yet more foreign control of 
Australians, AND OUR RESOURCES, Get a copy from your 
federal politician and see for yourself. It is in black and white. 

Article 16, for example, authorises an international intelligence 
system saying, "facilitate and strengthen the functioning of a 
global network... for information collection, analysis, exchange 
and monitoring AT ALL LEVELS", "and that local communities 
are involved", and "further develop... multilateral programmes... 
aimed at defining, conducting, assessing and financing data and 
information collection, analysis, and exchange." 

Other sections dictate "in a spirit of international solidarity and 
partnership, improve cooperation and coordination and sub- 
regional, regional and international levels, and better focus 
financial, human, organisational and technical resources where 
they are needed.” In other words, give our country away. 


Further changes to OUR own legislation for foreign UN purposes 
are also on the way IF WE SIGN. Article 5 states in part, 
"strengthening as appropriate (to whom?)... existing legislation 
and... establishing new laws, long term policies and ACTION 
programmes." Article 10 says, "provide for effective participation 
at local national and regional levels by non-government 
organisations and local populations... particularly resource users... 
farmers and pastoralists and their representative organisations, in 
policy planning, decision making, IMPLEMENTATION and 
review of NATIONAL ACTION PROGRAMMES." So farmers 
can be told what to plant, when to irrigate, when to leave fields 
fallow and what cattle to raise. In this the way we want our 
children to survive. 








gabbie NSW 2146 


The treaty threatens even more damaging multiculturalis 
immigration saying, in Article 10, "National action programmes 
may include establishment of... local and national facilities... and 
mechanisms for assisting environmentally displaced persons", ie 
refugees! It also includes frightening controls, "food security 
systems... storage and marketing facilities, particlurarly in rural 
areas.” 

Article 14 on action programmes states, "develop operational 
mechanisms... at national and field levels, to ensure the FULLEST 
POSSIBLE COORDINATION... priority will be given to 
coordinating activities related to international cooperation... to 
maximise the efficient use of resources..." This means a world 
share plan. 

Article 38 says, "No reservations or exceptions may be made 
to this convention.” Get out of that if you can, Farmer Smith! 

Our Constitution gives "land administration" to the States. An 
"international" treaty allows Canberra to further abuse "external 
affairs powers" to overthrow our States’ Rights. 

On past performance, Canberra WILL NOT HESITATE to 
legislate away control of Australian farms as has happened in the 
UK. 

Please support, without delay or reserve, Senator Chapman's 
motion to enquire into this crucial matter. To stay free, we have 
no alternative. J.E.G. Pickering 

Send your own version of the above or your concems to the 
Queensland senators below: 

* Ron Boswell, NPA, Comm Parl Offices, 295 Ann St, BRISBANE, 
Q4000, FAX (07) 2299735 

* John Herron, LP, P.O.Box 658, SPRING HILL, Q4004, FAX (07) 
8323089 

* Cheryl Kernot, AD, 145 Melboume St, SOUTH BRISBANE, 
Q4101, FAX (07) 8443671 

* Ian Macdonald, LP, P.O.Box 2185, TOWNSVILLE, Q4810, FAX 
(077) 713411 

* David MacGibbon, LP, 16th Floor, 307 Queen St, BRISBANE, 
Q4000, FAX (07) 2298954 

* Bill O'Chee, NPA, P.O.Box 7513, CAIRNS, Q4870, FAX (070) 
313244 

* Warwick Parer, LP, Comm Parl Offices, 295 Ann St, BRISBANE, 
Q4000, FAX (07) 2291831 

* John Woodley, AD, P.O. Box 516, ZILLMERE, Q4034, FAX (07) 
8629304 
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Oe be a St ed Oe by 
LETTER TO THE EDITOR 
Dear Sir, 

I recently signed the Idaho Citizens Alliance "anti- 
gay" measure. According to heterophobic gays, that 
makes me a bigot. Lucky for me, the gays have come 
up with so many excuses for their behaviour, guess 
T'll borrow a few: 

It's genetic. I was born a bigot. If I never practice 
bigotry again, I'll still be a bigot. Besides, with all 
the flack us bigots get, do you think we would 
actually choose to be bigots? 

We bigots live happy, productive lives. We just 
want to be left alone. 

Bigotry is our lifestyle. It's our preference. We're 
everywhere. We comprise at least 20% of the 
population, not just 1%! 

Don't be a bigophobe. 

We demand access to the schools to teach our way 
of life to children. We demand minority status and 
the right to marry other bigots. 

We're here, We're bigots. Get used to it. 

Letter to the Editor, Boise Statesman, June 14, 1993. 


WORLD NEWS 


The following is an extract from the Sunday Times of| 
Johannesburg, South Africa dated 13/3/94: 


AIDS Women Must Be 
Exectued, Says Chief 


By MICHAEL HARTNACK, Harare 

A CALL in parliament by one of Zimbabwe's leading tribal 
chiefs for women who test positive for Human Immuno- 
deficiency Virus (HIV) to be executed rather than granted legal 
abortions has raised a storm. 

Chief Mutoko told MPs that a baboon which mysteriously 
appeared during rush-hour traffic in Harare this week was a 
sign that ancestral spirits were outraged by the 1977 
Termination of Pregnancy Act, bequeathed by former 
Rhodesian Health Minister Rowan Cronje. 

The baboon finally fled over a 2.5m wall into president Robert 
Mugabe's official residence. 

The chief said: "If a pregnant woman is found to have AIDS, 
she should be killed. Even talking about condoms is taboo. 
What people are doing nowadays is what is bringing baboons 
into Harare." 

Welsh-born Zimbabwean Health Minister Dr Timothy Stamps 
has been under fire since he revealed that 18 HIV-positive 
women had been granted legal abortions under the Act. 
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LETTER TO THE EDITOR 


Dear Jimi, 

Two incidents from our neighbourhood, written in letter form 
as you requested. The names of the victims have been changed 
to ensure they remain as unmentioned statistics. Despite not 
being mentioned in the sanitised main-line press, all events are 
true. Any sarcastic references to any members of a certain 
uniformed organisation are purely intentional. 

Incident #1 

On the evening of Thursday the 28th of January 1994, Mrs 
K Hayes, a New Farm shopkeeper, was preparing to close up 
for the night, when a man appeared in the doorway, asking her 
whether she would like to "see something". He then preceeded 
to flop out his tockley and ran off into the darkness. Mrs Hayes! 
husband retumed home moments later and on being informed 
about the flasher, set off in hot pursuit. Luckily he got his hands 
on our luckless Romeo. 

Now, being fully aware of modern society's benevolent laws 
and attitudes, he refrained from punching Romeo's lights out, 
but made exact notes on his appearance, clothing and 
particularly licence plate, make and model of the car driven by 
the flasher. One short hour later the Police rocked up and 
received that information. 

The very next day the Senior Sergeant in charge informed 
Mr and Mrs Hayes that despite their descriptions the Police 
would not press charges because the vehicle was reported as 
being "wine-red", not "purple" as reported by Mr Hayes. So 
disregarding all other facts, particularly the licence plate, it 
would appear that this dirtbag was let off the hook because of 


the darkness prevailing at night or the apparent colour- 
blindness of Mr Hayes. 

Think of the possibilities! 

Anyway, Mr Hayes is far more cynical that that and asked 
the copper whether the real reason might be that our flasher 
might have turned out to be an off-duty rozzer, or the Police 
Commissioner's nephew? The Hayes never heard his reply 
because his colour changed to what Mr Hayes thought 
resembled "wine red" and he sped off into the sunset.... "With 
honour we serve". 

Incident #2 

During morning trading on a bright and sunny day a socially 
handicapped person (whom the whole world owes) made a 
snatch and grab at the local newsagents. Our thief and his driver! 
then proceed to get lost in a maze of unfamiliar streets; 
according to eye witnesses they were still trying to find a way 
out of our suburb some thirty minutes later., as it is bounded 
on three sides by the river. 

Our newsagent told us his insurance would cover him for his 
$300+ loss. Also he found the sound of the Police helicopter 
overhead very reassuring. And he appreciated the Police motor] 
patrols very much, Nor did he mind relating his shocking 
experience to two gum-chewing, sunglass wearing and 
obviously very bored Police officers who turned up one hour} 
later. The thing that really pissed him off was that the local cop- 
shop is only TWENTY METRES away, across the road 

Crimewave? What crimewave??? Sen Sgt Ostrich 


No. 7 50 pgs 
No. 8 50 pgs 


View these historic pataphernalia documents 
for only $10.00 per letter to cover the re-assembly 

costs of Guy Fawkes’ vital bones and organs. ' 

Post to LSB, POBox 346, Gympie Qkd 4570 


Post to LSB, POBox, 346, Gympie 


4570 
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DOLIBLE 
PACKED 


SEND A STAMPED ADDRESSED ENVELOPE FOR MORE 
SPECIFICATIONS OR SEND $9.95 FOR A SAMPLE PLUS $2.80 
POSTAGE, OR PHONE 074 824099 AND ASK FOR BULK FREIGHT 
RATES. WRITE TO OWEN GUNS, P.0.BOX 346, GYMPIE (04570. 
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ALWAYS BUYING 
TOP PRICES PAID 


SHOTGUNS 

BOITO 12Ga U/O 

NORINCO 12Ga U/O 
NORINCO 12Ga U/O 
POINTER 12Ga S/Auto 
POINTER 12Ga S/Auto Immac 
SKB 12Ga S/Auto Immac 

SKB 12Ga S/Auto 
WINCHESTER MIS00XTR 
WIN RANGER 3" MAG PUMP 
BENTLEY 12Ga Pump 


FRANK CURR 
GUN DEALER 


t= SHOP INALACIIC CENTRE INALA BRISBANE 4077 PIN 07 3721445 
AND ELIZABETH ST ACIACA RIDGE BRISBANE PIN 07 277294 


$395 
$380 
$380 
$400 
$480 
$550 
$495 
$550 
$475 
$275 


BENTLEY 12Ga Pump Riot 8-sh $300 
BENTLEY 12Ga Pump Riot 8-SH $300 


MOSSBERG 20Ga Pump 
IVOR JOHNSON 12Ga Coach 
BOITO 410 S/Shot 


MILITARY RIFLES 

Carl Gustaf 6.5X55 

Ankara 8mm Mauser 

303 Sporter choice of 5 from 
303 Full Wood choice of 5 from 
CARCANO 6.5mm 

BSA 310 

BROWNING FN 30-06 


$300 
$300 
$140 


SPORTING RIFLES - RIMFIRE 


ERMA 22 Scoped S/Auto 
ERMA 22 
STIRLING 22 B/action 


$325 
$260 
$160 


RIMFIRE RIFLES cont 
FRANCHI 22 Survival Rifle 
MOSSBERG 22Mag Bolt 
STIRLING 22 S/Auto from 
RUGER 10/22 S/A choice of 3 fm 
WIN 22 S/Auto choice of 2 from 
SPORTCO 22 S/Auto Tube Mag 
KRICO 22 B/Action 

SAVAGE 22 S/S 

ANSCHUTZ 22 S/S 


CENTRE FIRE 

MARLIN 45/70 

WIN 30/30 Choice of 4 from 
MARLIN 375 Big Bore 

TIKKA .17 Scoped, Immac 
PARKER-HALE 308,Scoped,poly 
INTERNATIONAL 243,Bush10x 
CARL GUSTAF 6.5x55 
WINCHESTER 308 New S/S bbl 
PARKER-HALE 308 Scoped 
RUGER 44Mag From 


PISTOLS 

BROWNING 25 S/Auto Nickle 
BROWNING 32 from 

ROHM Starter Pistol Choice of 2 
ROSSI S/Steel 38 Rev 
NORINCO 45 S/Auto 

S&W M28 357 


$400 
$160 
$100 
$280 
$150 
$100 
$120 

$90 

$90 


$600 
$275 
$395 
$575 
$500 
$450 
$350 
$370 
$450 
$400 


$300 
$200 
$120 
$250 
$325 
$300 


PISTOLS cont 

H&R 22Mag Rev 
WEBLEY & SCOTT 38 
Rev Immac $300 
S&W M36 38Spl Immac $295 
S&W M36 38Spl Immac $295 
ASTRA 357 Rev Choice 2$300 
COLT 38 Rev $160 
COLT 32 Rev $260 
WEBLEY 38 Rev $260 
COLT 32 Auto $300 
RAMLINE 22 S/A 15-sh $400 
RUGER 22 S/A (45 grips) $500 
COLT 45 S/S S/Auto $600 
RUGER S/Six 357 $400 
S&W M19 357 $400 
CZ75 9mm 15-sh Choice 
of 10 from 


$260 


$525 


THOMPSON 45 Semi Auto 

Drum Mag, 3 Stick Mags 

Spare Forend, Cased, Immac 
$3450 


PHONE FOR MAIL ORDERS, 073721445 
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‘i GUNS ORDER FORM 


DESCRIPTION OF GOODS |QIY| PRICE 






























PLEASE HAVE YOUR CARD READY, ORDERING NUMBER ONLY 





IF YOU REALLY WANT TO USE CREDIT CARDS PLEASE MAKE USE OF OUR 008 803580 
NUMBER, 


























SUBSCRIBE NOW!!! - $18.00 FOR 6 ISSUES 


Phone (074) 82 5070 and use your Bankcard, or 
Post $18.00 and the following form to: LS&B 
P.O. Box 872, GYMPIE @. 4570 











POSTCODE: 
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World News 


The following is an article reprinted from the Telegraph oj 
17/5/94, and gives a wonderful example of| 
MULTICULTURALISM at work... 


Slaughter of the children 


KIGALI: Juliana Mukankwaya is the mother of six children 
and the murderer of two. 

She killed the son and daughter of people she had known since 
she was a child. 

Mukankwaya said she and other women rounded up the 
children of fellow villagers they perceived as enemies. 

With gruesome resolve, she said, she bludgeoned the stunned 
youngsters to death with large sticks. 

"They didn't cry because they knew us", she said. 

"They just made big eyes. We killed too many to count." 

The slightly-built 35-year-old said she was doing the children 
a favour, since they were orphans who faced a hard life. 

Their fathers had been butchered with machetes. 

Their mothers had been taken away to be raped and killed, 
she said. 

Mukankwaya is a member of the Interahmwe, the name for 
the innumerable Hutu tribal militia that have been blamed for 
slaughtering an estimated 100,000 to 200,000 people since 
April 6. 

That was the day a mysterious plane crash killed the presidents 
of Rwanda and neighbouring Burundi, both Hutus. 

Most of the victims have been members of the minority Tutsi 
tribe and Hutus perceived as opponents of the Government. 


Letter to the Editor 









Dear Jimi, 
12th April 1994 announced in the Media: United Nations "orders" 

Australian Government to change the State of Tasmania's| 

Constitution and Laws, removing all restrictions to sodomy and 

other homosexual conduct. 

This is to satisfy the demented cravings of a pathetic minority. 


Have we no principled and Christian Australians? Real men and 
real women like those who worked, fought, suffered and pioneered 
this great Country? 

Our ancestors who compiled our Constitutions and Laws were fully 
aware of the failings of individuals. But they concerned themselves 
with establishing a solid base on which to build a Nation. 


Happy, healthy families living in progressive principled and moral 
communities. Prospering in their business undertakings. Secure in 
the permanence of Faith and Trust in GOD. 


The Bible is written for everyone, not just the religious, The 
Commandments don't talk about attending church on Sundays, they, 
state clearly the foundation for establishing harmonious lives, 
families and communities. 

The New Testament describes in detail how almost all crime is the: 
direct result of the discarding of morals. 


Now the United Nations would inflict upon us the "gay epidemic” 
AIDS by force. 


Tasmania is the last fortress of morals and perhaps even integrity 
in Australia. It is paramount that all of us realise this may well be 
our last chance for the very future of Australia. 


Can we create an Organization Australia wide, dedicated to protect 
our children? Our future generations? Our very country’? 

Write to Mr. L. Wynne, P.O.Box 2170, North Ipswich, Qld 4305 
with your suggestions and support. 
Yours faithfull: 


STARLIGHT FIREARMS 


pecializing in Military 
SAI Mittery Field Yquipnent 


Some Firearms Available: 
Mini 14s, M1 Carbines $350 - SIG 308 - SLR $2800 a 
Marlin 444 $550 - 303s from $80 - Mauser Sporter 308 $450 


Lots more plus many sporting parts, etc, 
Sets of combat webbing $75 - Packs $25 - Hoochies $15 
New Army ground sheets come shelter with pegs & rope $10ca 


M26 Grenade Fuzes $5ea - 50 cal Browning link $10/100 | 
30 cal Browning link $8/100 - M60 link $8/100 | 


Hexy Stoves $3 - Nuwick 44hr Candles $15 - GP Boots $20 - Tan $25 
Camo Waterproof Bags, Ideal for Shotshells $4ea or 10 for $30 
Gaiters $5 - Eschelon Carry Bags $18 - Camo Net - Kevlar Helmets | 

81mm Mortar starters $lea - M79 Launcher cases $lea 
(New) Hessian Camo Yowie Sniper Smocks $45 
Camo clothing - Heaps more, just ask for catalogue. 


STARLIGHT FIREARMS 
BOX 202, CLARE S.A. 5453 






















































__Les Wynne 















Ph: 086 654063 
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Letter to the Editor 
Dear Jimi, 

I have just finished reading Face the Threat (LS&B #16). 1 
would like to relate a story told to me by a friend I met through 
work, he is a Christian Assyrian, a very honest and polite man.. 

A friend of his who had just arrived in Australia (several years’ 
ago) was invited to a function (Moslem). Unknown to them he 
was a Christian, and there was a local Australian politician in 
attendance. 

Someone was giving a speech (not in English) while a 
translator was saying what a great place Australia was and how: 
nice the people were. But what was actually being said was 
Australians are lazy, no good, etc and that the Moslems should 
breed us out and eventually take the country over. 

This friend of mine was in Iraq at the same time Saddam was 
coming into power, he said everywhere you went there were 
posters, shrines, etc to Saddam. 

The Islamic religion came about by way of the sword. When 
they conquered new territories the captives had three options; 
death, become Muslims or pay a high tax for the privilege of| 
not being a Moslem. 

During the Gulf War there were up to fifty suspected terrorists. 
somewhere in Australia ready to strike key targets. A group of| 
Australian servicemen decided that if Australia came under 
terrorist attacks they would retaliate severely by striking back 
at the Moslem community in their area, to show them that not 
all Australians are weak kneed, yellow backed cowards. 

Keep up the good work, 


015 372 501 


JUST OPENE. 


FRONTLINE 


9 LOGAN RD, WOOLLOONGABBA, 


QLD 4102 Ph: 07 391 6297 


LETTER TO THE EDITOR 
Dear Jimi, 

My reasons for writing are firstly to congratulate you on an 
outstanding true-blue Aussie forum, and secondly to ask the 
following question, The stripping instructions in Gun Nuts & 
Springs Everywhere (Edition 15) advocate cocking the weapon as 
the first step. Couldn't this have possibly disastrous consequences 
ifundertaken by an inexperienced shooter or one who simply forgot 
there were rounds in the magazine? Surely the weapon should be 
on "safe" first, then the magazine should be removed, and only after, 
this should the weapon be cocked and found unloaded. 

Otherwise, you're doing a great job - please find enclosed my 
subscription for the next six issues. 

JB, Jindalee, Qld 
Thank you for raising the matter of safety with firearms, 1am happy 


You will notice that the first step is worded as follows: "Check 
rifle is unloaded by pulling back cocking piece." Where I have been 
remiss is in not saying, "Visually check chamber and magazine are} 
empty." Over the years I have had probably thousands of firearms 
passed to me , often with the action closed. On some occasions, 
and yes, the memory certainly doesn't fade with time, the firearm 
in question proved to be either cocked and loaded or have a full 
magazine in place. IN EVERY INSTANCE, when handed a firearm, 
or even picking one up, I have kept it pointed in a safe direction 
and immediately opened the action in order to make sure it was 
"safe". Fumbling with an unfamiliar firearm while looking for both 
the safety catch and magazine release when you do NOT know that 
it is safe has never been my idea of good sense. And vou should] 
NEVER trust a safety catch unless you absolutely have to (ie it's 
loaded or it's open and safe, there are no in-betweens), _-Doc 


TTEMS OR LARGE COLLECTIONS. 


DISCOUNT FOR YOU WANT IT, WE'VE GOT 
SERVICEMEN 


IT. ALL MAJOR BRANDS. 


FIREARMS 


WE ARE OPEN, HOURS 
BY APPOINTMENT 

WHEN ALL OTHER 

SHOPS ARE CLOSED 


M 
T 
Ww 
Th 
3 


PISTOLS * RIFLES * SHOTGUNS * S.0.G. KNIVES * RELOADING 
GEAR * AMMO * CAMO * NIGHT VISION OPTICS * BOOTS 
WEBBING * BEEF JERKY * KNIVES AND BAYONETS * FLAGS 
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Letter to the Editor 
Dear Jimi, 

Well here I am just about to clean up a cut on the foot of my 
wife's Maltese Cross (toy dog) because it is too useless to lick 
the wound itself. It will chase a mouse or a rat but it won't kill 
it; and there lays my old cross German Shepherd that they used 
asa guard dog before | acquired him. A good ratter, protective, 
great with children and not a bad pig dog except he lets them 
go when the other dogs arrive (or is that being smart?). I 
remember when he was hit by a car he dragged himself onto the 
verandah where he lay for about three weeks while he licked 
himself better and I cleaned up after him. He was a mess but 
nothing was broken. The point | am making is the toy dog 
reminds me of a lot of people, they have lost that survival instinct. 
Some are more like robots, believing everything they hear on TV 
or read in the papers; they never look between the lines. 

Archbishop Hollingsworth has been on the news saying our 
National Anthem needs changing. Well, if the churches are going 
to start getting political, how about a few rallies organised by the 
churches concerning the Timorese genocide. Being a Christian, 
I cannot understand their two-faced attitude. 

Another matter on the news of late has been the Aboriginal issue 
again and the fact some are living in tin houses. | hold no bad 
feelings or animosity towards these people but there are 
thousands of white Australians living in sheds or caravans on 
blocks of land with no running water, some without electricity; 
trying to pay off their property or build a house, whilst getting 
their children off to school each day, The Aboriginal people are 
just as well off as these people, if not better. Their main problem 
with health concern the over consumption of alcohol. The non- 
blacks have the same health problems when they abuse drink. 


aa 




















Then there is Senator Evans saying if something breaks out in 
Korea we might send troops, but would the troops be going there 
to fight for a cause? I don't think so, maybe to keep the New 
World Order intact would be it. I really don't know. In years gone 
by you knew you were fighting for democracy and freedom. Now 
you have so-called democratic governments manipulating and 
eroding your freedoms. Besides, we do not haye enough troops 
to make a difference. We are only on this earth a short time and 
our cause should be to fight for our freedom, family and country 
against aggressors from within and without. Better to have a 
cause to fight for than to live like a robot. 


BOB & JENNY DORING 


GUNSMITH / FIREARM DEALER, LIC. 

WE STOCK 300 RIFLES & GUNS, BOWS, 
CROSSBOWS, SKIRMISH GUNS AND 
ARCHERY EQIPMENT FOR HIRE AND SALE 
SPECIAL INLET BEDDING FOR RIFLES GETS 
YOUR GROUPS DOWN TO 1/2 - TO 1/4 INCH 
WITH GOOD BOLT ACTION RIFLE OR 1 1/2- 
1 INCH FOR SEMI-AUTOS E.G. RUGERS 


ONLY $65.00 + $20 INSURED FREIGHT 


CALL OR CALL IN AT KINGS RD 
MOOLOOLAH VALLEY. 
POST BOX 12 
MOOLOOLAH 4553 
OPEN 6 1/2 DAYS PER WEEK 


CALL 074 947373 


Lou, NSW 


KNOW YOUR RIGHTS 


Now printed in one handy size book: 


Australian Constitution 
Bill of Rights 1688/9 
Magna Carta 1225 
Petition of Rights 
Queensland Constitution 
and other relevant Acts 
Also contains our wrongs: 
The Lima Declaration 


The International Covenant on Civil 


and Political Rights 


$11.95 


To get your copy send $11.95 plus $1.00 
p&h to Lock, Stock & Barrel, PO. Box 





346, Gympie 4570 
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SUPER SIMI. WAKES UPI 

















CAPATHRALIA 15 IN 
ee THIS & JOB. 


“FOR SUPER JIMI/ 












THEN PLANS HIS NEXT MOVE IN THE 
DROPPING A WHOLE SWAG OF WAR AGAINST APATHY IN THE LAND 
DOOFTERS WAY OUT_IN THE SEA.L...|OF APATHRALIA....WHAT WILL (T BE.22. 
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AND STARTS HIS ASSAULT BY 








SAY IT WITH STYLE 
T Shirts — $9.95 


White only - Crew Neck Style - Poly/Cotton 


Polo Shirts \j 
$19.95 | 


Navy with white trim 


Available in sizes 
16/18/20/22/24/26/28 


TO ORDER: Phone (074) 824099 or Mail Order on Page 62 





SEND ropay yTO GET YOUR 


MAEC aU 





* Enduring accuracy with ¢ 


and gas piston * Easy take: 
* 5-shot magazine easily com 
capacity * 30-shot magazin 





